Rev. Abernathy Urges Non-Violence in Speech 


(I V m w r at Capital Ser vice) 


W AHHKNSBlIRii 
The Rev Ralph 
Abernathy urged students to join the non­ 
violent revolution against war. racism, 
poverty and injustice Wednesday night in a 
speech at (’entral Mis.souri State College 
here 
Mr Abernathy, successor to Dr Martin 
Luther King Jr.. as president of the 
Southern Christian Leadership Conference, 
told an audience of 500 the non-violent 
revolution has been going on in the U.S 
since 
blacks 
fought 
to 
integrate 
Montgomery. Ala . city busses in 1955. 
Calling the movement the ‘ second 
American revolution.” Mr. Abernathy said 
it had destroyed ‘the old order of legalized 
racism in the South, it freed the spirits of 


black people from the chains of segregation 
and gave them a sense of their own worth 
and an awareness of their history and 
culture 
It awakened black power and 
unified poor people of all colors.” he said. 
Mr. Abernathy stressed non-violence as 
“ the most practical way” to continue the 
revolution, but admitted such a method is 
“ long and difficult.” 
“ Violence is not the way. The forces of 
evil want us to turn to violence so they can 
destroy us,” he declared 
The black leader said that it was not 
students or poor people who caused the 
most 
violence 
in 
society, 
but 
the 
government. He cited the Vietnam war. 
student deaths at Kent State University in 
Ohio, 
Jackson 
State 
University 
in 
Mississippi and the beating and jailing of 


black people as examples of violent 
methods used 
by 
federal 
and 
state 
governments. 
9 
Mr. Abernathy described other forms of 
"government violence” as spending money 
on moon shots before taking care of earthly 
needs, spending $500,000 for each Viet 
Cong killed while spending less than $50 on 
every poor person in the U.S., and using 
money for «farm subsidies which pay 
farmers not to produce while people 
throughout the world and many in the U S 
go hungry. 


‘if this country can pa^ Eastland (a 
Mississippi Senator) a salary of $42,500 a 
year to serve people he does not represent 
and pay him $13,000 a month not to grow 
grain, then I want you to know this nation 


can give more than $9 50 to hungry black 
children in Mississippi,” he said 
“ Violence is the greatest sin that any 
nation or people can commit Wc will not 
dignify the ofhcial violence of the state by 
imitating that violence But we will work 
until the state dignifies non violence and 
we will never stop resisting repression, 
racism and militarism.” Mr Abernathy 
declared 


He noted agreement with the premise 
that the U S 
is a racist scHiety and 
commented that white repression of blacks 
IS not limited to this country “ There have 
been 64 heart transplants in the world and 
63 of the donors have been black Yet only 
one black man was a recipient .” he reported 
Mr. 
Abernathv 
blasted 
the 
Nixon 


administration as unresponsive to the needs 
of the poor or the black He charged Nixon 
with 
"openly 
encouraging 
hard-hat 
mentality” and Vice-President Agnew with 
"preaching the politics of hate, revenge 
and inhumanity ” 
(iov. Ronald Reagan of California also 
came under criticism for not paying any 
state income tax last year 
"When a 
wealthy movie star and politician like 
Ronald Reagan d(X?s not pay one cent of 
income tax to the state of California, then 
you know there’s something wrong with 
the sy.stem,” Mr Abernathy said 


For people who joined the non-violent 
revolution. Mr 
Abernathy 
had these 
comments "If you are committed to stop 
tlx* violeni’e of racism, poverty and war, 


then you are in the right and you should 
stay on the case. You should not be 
frightened by the FBI. police or military 
You are right and have more strength than 
you think. Don’t retreat 
Though the, 
struggle is hard and long, we must expand 
it. It can be won And finally make it clear 
to Nixon that if we don’t have the troops 
home by 1972 we’re going to retire him ” 
Answering questions from the floor, Mr 
Abernathy declared his support of student 
bussing to achieve equality in education It 
was necessary, he said, because of the 
segregated housing patterns across the 
nation 
In response to another question, he said 
he supported 100 per cent the People’s 
Peace Treaty, presented by peace groups in 
Washington. D C this week 


Examine Damage 


Two men survey the damage to their mobile home today 
person was killed and about 50 were injured when the 
in Joplin after o tornado severely damaged most of the 
twister struck the town. (DPI) 
units in the mobile home pork late Wednesday. One 


Begin Cleanup in Joplin 


JO PLIN , 
Mo. 
(AP) 
— A 
tornado 
touched down at dusk, catching this 
southwestern Missouri city of 40,000 at 
dinner Wednesday, leaving one death, at 
least 50 injured and a swath of destruction 
in its wake. Police reported damage to 37 
blocks, 
largely 
concentrated 
in 
the 
downtown area. Power lines were ripped 
out, blacking out much of the devastated 
section. 
Twenty trailer homes and four houses 
were 
demolished. 
Many 
business 
establishments suffered heavy damage. 
Some were destroyed. 
Trucks were 


overturned, countless homes unroofed, and 
uprooted trees blocked streets, stalling 
traffic. National 
Guardsmen were called 
out to prevent looting. 
Emergency crews were summoned from 
nearby communities and states to aid in 
cleaning 
up 
and 
restoring 
facilities 
following the disaster. 
Rick Johnson, 23, 
a student at Missouri Southern College, 
was killed. Authorities aid Johnson was a 
resident of the trailer park where much of 
the heavy damage centered. 
The erratic twister lifted over the nearby 
college campus itself where hundreds of 
European Exchange 
Sees Dollar Rebound 


LONDON (AP) - The U.S. dollar 
rebounded on European exchanges today, 
but the respite seemed temporary as the 
international monetary crisis continued. 
American money was in short supply as 
speculators rushed to cover the dollars they 
had been selling for over a week without 
owning them. 
The British pound was caught in the 
rush. A wave of selling sent the rate for 
sterling down 41 points, to $2.4155 during 
the first tour of trading in London. 
Major dollar trading remained all but 
suspended in West Germany, Austria, Bel­ 
gium, Finland, the Netherlands, Portugal 


weath er 


Pa rtly clo udy a nd co o ler to nig ht 
with sho wers ending ea rly to nig ht. 
Lo w to nig ht SO to 5 5 . Pa rtly clo udy 
a nd co o ler Frida y . Hig h Frida y upper 
60s to lo w 7 0s. Pro ba bilities o f 
precipita tio n: 30 per cent to nig ht. The 
tempera ture to da y wa s 64 a t 7 a .m. 
a nd 7 6 a t no o n. Lo w Wednesda y nig ht 
wa s 63. 


La ke o f the Oza rks sta g e: 5 3.7 ; 6.3 
feet belo w full reserv o ir. Sunset to da y 
will be a t 8:1 0 p.m.; sunrise Frida y a t 
6:09 a .m. 
in side 


A Seda lia n ha s been no mina ted fo r a 
Ca rneg ie Awa rd. Pa g e 3. 


Deta ils o f the My La i incident were 
slo w in g etting to the public. Pa g e 6. 


Wa shing to n. D.C.. pro testers a re 
ma king o ne la st effo rt In the na tio n’s 
ca pita l. Pa g e 1 0. 


and Switzerland as the national banks of 
those countries still refused to buy dollars. 
Led by West Germany, the central banks 
stopped buying Wednesday after two days 
of hectic selling by speculators switching to 
West German marks in anticipation that 
the German currency would 
be 
re­ 
valued upward. 
The dollar gained strength on the open 
market in West Germany today after 
rumors 
that 
the 
government 
would 
postpone its decision to revalue until after 
a meeting of Common Market finance and 
economic ministers Saturday. 
The West German Economic Ministry 
confirmed the rumor shortly before noon. 
But already on the strength of the rumors 
the dollar had risen to 3.59-3.61 marks on 
the open market after opening at 3 56 The 
official floor price is 3.63. 


The West German Cabinet is meeting 
Friday to discuss the mounting pressure 
for revaluation of the mark to check in­ 
flation in Germany. But a decision was put 
off after the scheduling of the Common 
Market meeting in Brussels. 


At 
it 
the 
ministers 
of 
the 
six 
nations—West 
Germany. France, Italy, 
the 
Netherlands, 
Belgium 
and 
Luxembourg—will try to work out a 
cohesive policy to follow in this first major 
international monetary crisis since the 
mark was last revalued in September 1969 


Despite the delay, there was general 
expectation that the mark would be 
revalued and that the Swiss franc, the 
Dutch guilder and possibly other cur­ 
rencies would follow it upward in terms of 
the dollar. 


Officials of the West German Central 
Bank anticipated one of three actions: 
freeing of the lark to find its own level, 
probably at 4 to 5 per cent more than the 
present official 27.55 cents, then pegging it 
there; revaluation at once, without going 
through 
the 
intermediate 
step, 
and 
introduction 
of 
foreign 
exchange 
restrictions. The officials considered the 
last course least likely. 
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Missouri House OK 
On Public Defender 


students were in night classes. Mooreland 
Plaza and May City, two shopping centers, 
were heavily damaged. 
Johnson’s wife, Nancy, was treated at St. 
John’s Medical Center. She was be­ 
lieved 
thrown 
clear 
of 
their trailer 
when the storm struck. 
Twelve persons were admitted to the 
hospital, two in critical comlition. Many 
others were treated and released. 
The 
National 
Weather 
Service 
pinpointed the center of damage from 12th 
and Main Streets two blocks wide east to 
Pennsylvania then northeast to Seventh 
Street. 
The twister then cut east to the 
Mooreland Plaza and on to May City and 
northeast to Fourth Street, then along 
Rar^e Line Road to near the college 
campus where it smashed into the trailer 
park. 
Leaving Joplin, the storm headed toward 
Carthage, 10 miles to the northeast, but lift­ 
ed back into the clouds a half mile out of 
town. 
The Missouri Highway Patrol estimated 
damage to highway department structures 
in Joplin between $300,000 and $500,000. 
An emergency food service was in 
operation at the Memorial High School 
cafeteria, and the gymnasium was opened 
for persons left homeless. 
The tornado struck only nine days after a 
severe hailstorm battered the city and left 
damage estimated by authorities at $6 
million to 13,000 homes and 1,000 business 
establishments. 
The roof on one school had just been 
replaced. The tornado ripped it off again 
At least two other Missouri areas 
were struck by tornadoes Wednesday night 
and one in Kansas near the Missouri 
border. 


JE FFE RSO N 
CITY 
(AP) 
The 
Missouri House tcxlay passed a public 
defender bill that would provide legal coun­ 
sel at state expense for any indigent 
person accused of a felony 
The vote sending it to the Senate was 108- 


34. 


Sponsors told the House that decisions of 
the U. S. Supreme Court forced Missouri to 
provide some form of legal counsel for 
poor persons. 
The bill was called a "nx-k bottom, bare 
bones measure” to provide legal aid only 
on felonies 
Now in most cases Missouri attorneys 
are assigned by circuit courts to defend 
indigent persons, the sponsors said, and the 
result is that many persons are defended by 
corporate or tax attorneys who know little 
of criminal law. 
Rep. Phillip P ¡Scaglia. IFKansas (’ity, 
opposed the bill because, he said, it would 
allow 
members of subversive organi­ 
zations to be represented in court by state 
paid attorneys 
Rep. Harold Holliday wSr.. iFKansas 
City, challenged Scaglia’s position and said 
under the U.S Supreme Court decisions all 
persons charged with a felony must have 
adequate legal counsel 
Rep. Buddy Kay. IFSt Louis, suggested 
the bill was a lawyer’s bill rather than a 
people’s bill. 
'The 
chief 
sponsor, 
Rep 
Kenneth 
Rothman, D-University City, denied that 
He said it was forced on the state by the 
Supreme Court 
The bill calls for a public defender in 
every judicial circuit of more than 75,(KK) 
population and in the more populous cir­ 
cuits the defender could have one or more 
assistants. In the circuits where the main 


Cease-fire Marks 


Buddha's Birthday 


SAIGON 
(AP) 
The 
Viet 
Cong 
announced tonight a 48-hour cease-tire this 
weekend to mark Buddha’s birthday 
The announcement, broadcast by the 
Viet Cong’s Liberation radio, followed by a 
few hours a South Vietnamese declaration 
of a 24-hour cease-fire 
President Nguyen Van Thieu said South 
Vietnamese forces would observe a truce 
from noon Saturday to noon Sunday, 
Saigon time which is 12 hours ahead of 
Eastern Daylight Time 
Liberation radio said th<* Viet (’ong high 
command decreed a cea.se fire from 6 a m 
Saturday to 6 a m Monday 
Stipulations Filed 
In MPSC's Dispute 


(Democrat-Capital Service) 
J e f f e r s o n Q TY - Steve Forsythe, 
director of public information for the 
Missouri Public Service Commission, said 
stipulations agreeing to binding arbitra­ 
tion had been filed Wednesday with the 
commission by the two key parties in a 
labor dispute. 
Missouri Public Service Co. and Local 
814 of the International Brotherhood of 
Electrical 
Workers 
agreed 
in 
their 
stipulations that the commission’s decision 
on hourly wage rates would be arbitrary. 
However, 
the 
company 
and 
union 
apparently do not agree on two other 
issues. They include fringe benefits, which 
the union says shouki also be determined 
by the commission, and the company’s 
stand that only the percentage wage rate 
shouki be arbitrated. 
“ There is some variance on what will be 
arbitrated,” 
Forsythe said, "and the 
c(mimission will have to make a decision, 
on this as well.” 


penitentiary and the training center for 
men are located. Cole and Randolph 
counties, there also would be a public de­ 
fender because of the number of appeals 
taken by prisoners. 
In smaller circuits the courts would 
assign defense couasel and the state would 
pay them for their work. 
Senate 


JEFFERSO N 
CITY 
(AP) 
The 
Missouri Senate planned to tackle passage 
of House bills Uxlay before returning to de- 


bate on more of its own measures 
One House proposal pending w(;uld 
legalize 18-year-old voting in all elections 
but there was no assurance it would Ik* 
brought up. 
Others well up on the list include a 
couple of environmental bills to prevent 
littering the state’s waters with dead ani­ 
mals or derelict automobiles. 
Still up in the air was a bill the Senate 
spent most of its time on Wednesday to 
let Kansas City levy a half-cent sales tax to 
bail out its financially troubled public bus 
system. 
Public Housing Suit 
Trial Date Expected 


(Democrat-Capital Service) 


KANSAS CITY 
A trial date is 
expected to be set Friday in a hearir^ in U. 
S District Court here, on a lawsuit brought 
last August by The Sedalia Building Trades 
Council against five defendants connected 
with the construction of two public housing 
sites in Sedalia. 
The five defendants are the U. S 
Housing 
Authority, 
George 
Romney, 
Secretary 
of 
Housing 
and 
Urban 
Development, AMCON International, Inc.. 
the Sedalia Housing Corp., and the Sedalia 
Housing Authority. 
An order received last week by William 
F 
Brown, who represents the Sedalia 
Housing Corp., said U. S District Court 
Judge K B Hunter might rule on several 
motions by the defendants to dismiss the 
case 
In another order, dated April 28, to J. 


R Fritz, city counselor who represents 
the city and the Sedalia Housing Authority, 
Hunter said that the motions to dismiss 
would be taken up at the time of the trial 
and not at the hearing Friday 
'The Sedalia Building Trades Council 
charged 
that 
AMCON. 
the 
prime 
contractor for the housing units, allegt'dly 
did 
not 
pay 
“ prevailing 
wages’’ 
to 
employes working on the project 
Fritz 
told 
The 
Democrat-Capital 
Wednesday that the BTC’ had sent a letter 
to Judge Hunter on April 29 requesting the 
court to postpone th€* start of any trial 
proceedings for 90 days 
F'ritz indicated that Judge Hunter is also 
expected to rule on the postponement 
request this Friday. 
He said that the Housing Authority 
would attempt to bhx’k or shorten a 
possible postponement 


One aspect of the union’s stipulation 
sought 
retroactive 
wage 
increases, 
Forsythe said 


So far, Forsythe said, the commission 
has not reacted to the two stipulations The 
commission, in other words, has not yet 
decided how it will reach a figure which 
must be accepted by both parties in the 
dispute. 
One method of obtaining a binding wage 
figure would be through a hearing It was 
not known if this would be the route taken, 
however. 


IBEW workers walked off their jobs in 
January. MPS serves 143,272 customers in 
28 western Missouri counties. Since the 
walk-out, MPS managerial personnel have 
responded to service calls. 
The agreement to ask for binding 
arbitration, according to Forsythe, means 
that the two paries will accept whatever 
figure the commission reaches to end the 
strike 
* 


CITY LIMIT 
SEDALIA 


POP 
22 8 47 


Bou ndary Extended 


Thursday morning the Sedalia city 
limit sign on south Highway 65 was 
moved from its original location 
near Holiday Inn to about 100 
yards south of Jock-Jon's Outlet 
store 
to 
include 
the 
recently- 
annexed 32nd Street Tract. Shown 


placing the sign in its new location 
is 
Don 
Thompson, 
o 
Missouri 
H i g h w a y 
m a i n t e n a n c e 
crewmember. Virgil Ream, crew 
leader, said that speed limit signs 
will be moved later in keeping with 
the city limit extensions. 
(Democrat-Capitol Photo) 


î,— The Sedalia Democrat, Thursday, May 6,1971 


Ann Londers 
Discover Man Dead In Motel 


Eye-Witness Says 


Watch All Drugs 


Dear Ann Landers 
You’ve 
printed many letters about kids 
who use drugs Every time 1 
read one I say to myself. “ I 
hope to God somebody out 
there 
is 
listening" 
I 
do 
volunteer work at a drug abus<’ 
clinic 
from 7 'til midnight, 
after eight hours at my regular 
job 
Last week a IB-year-old bov 
died at my feet 
an overdose 
of heroin His buddies earned 
him in He was a handsome kid 
with gorgeous brown eyes like a 
doe. His hair was golden and 
curly like a small child’s We 
had to call his parents to come 
to the clinic and claim his biKly 
It was a scene I will never 
forget 
Every day dozens of teen 
agers show up sick as dogs with 
hepatitis from dirty needles 
Yesterday I saw a girl with so 
many needle holes in her arm:, 
she looked like a pin cushion 
Some kids come in with serious 
stomach disorders When they 
get spaced, they forget to eat 
I keep reading articles about 
"soft” 
drugs 
versus 
"hard’ 
drugs, 
"right” 
drugs 
versus 
"wrong” drugs 
Plea.si* keep 
telling yiiur readers to stay 
away from all drugs, including 
pot. Unless a kid is a chemist he 
can’t tell what he’s getting and 
one day he might get more than 
he can handle 
Right i)n The 
Spot Witness 
Dear 
Witness: 
Right 
on. 
Thanks for writing. 


Dear Ann Landers 
Regard 
ing the woman who was deeply 
in debt because* charge plates 
made 
credit 
b u y i n g 
so 
easy: (iranted. tfKi many people 
fall for "buy now, pay later” 
slogans 
and 
over-spend, but 
have you ever tried to return 
merchandi.se* you paid cash for'' 
If the price* tag is' eift and 


you’ve lost the sales slip, for 
get 
it 
F>en so they want 
"reference*s ” If you don’t drive 
a car and have no drive*r’s 
license they think you’re .some 
kind of nut 
My advice is this Have cre*dit 
all over, but dem’t overdo it 
Richmond Read<*r 
Dear 
Rich: 
Your 
advier 
sounds simple but it won't work 
for people who have "charge-a- 
platitis.” It’s the same as telling 
a boozer, "Drink, but don’t 
overdo it.” 
People 
who 
can’t 
control 
their buying should pay rash. As 
for 
returning 
merchandise, 
some 
stores 
are 
more 
cooperative than others. 


Dear 
Ann 
Landers 
My 
mother who is a world traveler 
pick:-, up "souvenirs” along the 
way for friends and relatives 
Among her souvenirs are airline 
silver, towels, ashtrays, .salt and 
pepper .shakers, candlesticks 
m brief, anything that 
i:;n t 
nailed down 
Mother is completely honest 
m every other way and do<*s not 
consider 
this 
stealing 
She 
insists 
the 
hotels 
and 
r(*.staurants want p«*ople to take 
things 
because 
it’s 
go<Kl 
ailvertising 
What 
IS your ofunion' 
Honest Em ilv 
Dear Em : Never mind M Y 
opinion. Here’s what Earl Mc­ 
Donough, general manager of 
the 
Washington-Hilton 
says: 
“ Ninety-five per cent of the 
stealing done in hotels is ‘in- 


SENIORS 


Seniors who won» »he very bes» 


Senior Por»roi»s qo ro 


FINE ART STUDIO 


Stat»! Bank No 7 9/ 
C O N SO L ID A T E D REPORT OF C O N D IT IO N OF 
THE SM IT H T O N B A N K 


of Sm ithton in the 
State 
of 
M issouri 
an d 
Dom estic 
Subsidiaries at the close of business on April 20. 1971. 


ILV.7 25.6 4 
353,000 00 
50,000 00 
98,6 54 92 


none 


none 


ASSETS 


I. Cosh and due from bonks (intludm q ' none 
unposted debits) 
. 
. 
2 U .S Treasury se c u ritie s ............................................. 
3. Securities of other U.S. Governm ent agencies and corps 
4. O bligations of States and political subdivisions 
. . . 
5. O ther securities (including $ none 
corporate stocks) 
6 . Trading account securities .................................. 
7. Federal funds sold and securities purchased under 
agreem ents to resell. 
200,000 00 


8. Other loans (8 97 05 o d ) 
1,26 4,002./4 
9. Bank premises, furniture and fixtures, and other 
assets representing bank prem ises.............................. 
8,890.10 
10. Real estate ow ned other than bank p re m is e s.................................none 
II. Investments in subsidiaries not c o n s o lid a t e d ................................. none 
12. Customer's liability to this bank on acceptances outstanding 
none 
13 Other assets 
none 


14. TOTAL A S S E TS 
............................................................... 
2,16 4,27 8 40 


LIABILITIES 


15. Dem and deposits of individuals, partnerships, and 
c o rp o ra tio n s .............................................. 
917 ,949 38 
16. Time and savings deposits of individuals, partnerships, 
and c o r p o r a t io n s .................................................... 
818,6 6 1 95 
17 Deposits of United States Governm ent 
. 
3,6 53.6 4 
18. Deposits of States and political subcfivisions 
. 
185,210.90 
19. Deposits of foreign governments and official institutions . . 
none 
20. Deposits of com m ercial banks . 
none 
21. Certified and officers' checks, etc.......................................... 
3,6 8 2.44 
22. TOTAL D E P O S ITS 
....................................................$1,929,158 31 
(a) Total dem and d e p o s its .................................. 995,496 36 
(b) Total time and savings d e p o s its ................... 
933,6 6 1 95 
23. Federal funds purchased and securities sold under 
agreem ents to re p u rch a s e...............................................................none 
24. Other liabilities for borrow ed m o n e y ............................................ none 
25. M o rtg ag e indebtedness ...................................................................... none 
26 . Acceptances executed by or for account of this bank 
and outstanding..................................................................................none 
27 . O ther liabilities 
(unearned in co m e).......................... 
. 43,96 0 94 


28 TOTAL L IA B IL ITIE S 
............................................................197 3 119 25 
29. M IN O R ITY IN TEREST IN C O N SO LID A TED 
---- ^ ^ --- 


SU B S ID IA R IE S 
.................................................... 
RESERVES ON LOANS AND SECURITIES 
30. Reserve for bad debt losses on loans 
(set up pursuant to Internal Revenue Service rulings) 
1,000 00 
31. O ther reserves on loans 
................................................none 
32. Reserves on secu rities................................................. 
. none 
33. TOTAL R ESER V ES O N L O A N S A N D SEC U R ITIES. 
. 
1,000 00 
CAPITAL ACCOUNTS 


34. C ap ital notes and deben tu res ........................................................... none 
(specify interest rate and m atuiity of each issue outstanding) 
35. Equity capital, total 
190,159.15 
36 . Preferred stock total par v a l u e ....................................................... none 
(N o. shares outstanding None) 
37 . Common stock total par v a iu e............................................. 
7 5,000 00 
(N o. shares authorized 15,000) (N o. shares outstanding 15,000) 
38. S u rp lu s...................................................................................... 45,000 00 
39. Uncjivided p r o f it s ................................................................... 7 0,159.15 
40. Reserve for contingencies and other capital re s e rv e s ..................none 


41. TOTAL C APITAL A C C O U N TS 
............................................. 
190.159 15 
42. lu iA L l i a b i l i i i e s, r e s e r v e s , 
------- 
A N D C A P IIA L A C C O U N TS 
............... 
2,16 4,27 8 40 


MEMORANDA 


1. A verage of total deposits for the 15 calendar 


days ending with call d a t e .............................. 


2. A verage of total loans for the 15 calendar 


days ending with call d a t e ................................. 


3. Unearned discount on instalment loans included in 


total cap ital a c c o u n ts ......................................... 


I, 
A.L. 
Robinson, 
President, 
of 
the 
ab o ve -n am e d 
bank, do solem nly (sw e ar or affirm ) that this report 
of condition is true an d correct, to the best of m y k n o w ­ 
ledge a n d belief. 


Correct— Attest: 
A .I. Robinson, Pres. 


William J. Lamm 
Vernon Monsees 
Directors. 
Mary C. Robinson 


State of Missouri, County of Pettis, ss: 


Sw orn to ond subscribed before me this 3rd d ay of M ay, 1971, 
ond I hereby certify that I am not on officer of this bank. 
A.F. Neumeyer, Jr. 


M y commission expires March 19, 1975 
Notary Public 


ternal’ 
— and not done by 
guests. .Most guests are honest." 
Surprised'.' So was I. Your 
light-fingered 
mother 
should 
not take comfort in the thought 
that 
everybody 
does 
it 
— 
because most people don’t. 
Charles ('arey, manager of 
the St. Regis-Sheraton in New 
York said this: "W e expect a 
certain amount of ‘shrinkage’. 
Oyster forks and demi-tasse 
spoons 
disappear 
in 
great 
numbers, and we don’t mind. 
Rut when guests walk out with 
blankets and pictures, we feel 
tbey are taking advantage.’’ 


KANSAS CITY (A Pi 
Dr 
Samuel ( ’hapman, 53, of F'raihe 
Village. Kan . was found dead 
Wednesday 
afternfKin, 
lying 
face down on the bed of his 
r(Mim in the Holiday Inn near 
Kan.sas City’s Municipal Air­ 
port 
A prelimin;iry autopsy hy Dr 
O S I’ate, Clay County coroner, 
indicated the prominent radio­ 
logist had been strangled 
'Phe nude b<Kly of I)r Chap­ 
man 
was 
found 
by 
.Max 


Francis, administrator of Spel- 
man Memorial Hospital, Smith- 
ville. Mo , where Dr Chiipman 
was the radiologist, and the 
motel manager Dr Cluipman 
was reported to luive checked 
into the motel Tuesday night 
after attending a medical meet­ 
ing in North Kan.sas City, and 
later was reported to have left 
the motel that night with a 
man 
Police said there was a small 
amount of bItKKj on the face of 


the victim but few outward 
signs of violence Missing was 
the doctor’s billfold, and his car 


Police In Kan.sas ( ’ity, Kan . 
recovered a car believed to 
have 
been 
Dr 
Chapman’s 
Wedne.sday night on 1-70 about 
1,0(K) feet north of Central Ave­ 
nue 


A blcKtdy palm print was re­ 
portedly found on the steering 
wheel 


What 
IS French 
kissing' 
Is 
it wrong'' Who .hould ^>ct the 
necking limit: 
the bi»y or the 
girl'' Can a shotgun wedding 
suee(*ed'' Head Ann Landers’ 
txMiklet. "Teen Ag(* Sc*x 
Tt*n 
Ways To Cool It ” Send 50 
c-ents in eom and a long, .self- 
addressc**!, ;-;tamped envelope 


Good os 
cosh... 


. . . m a yb e belter: 


A nd M aster C h arge from 
Third N ation al is the 
charge card good just 
about everyw here for 
alm ost anything...even 
a cash loan up to your 
entire credit line. 
Don't forget to put 
M aster C h arge on your 
vacation list this 
year. Com e in or call 
for your application. 


S e d a lia ’s eldest 
and largest hank 


Member 
th ird n ation al b an k r"ï 


Thompson Hills Shopping Center 
Shop W eekdays 9 to 9 
It’s Open Season on Sandals 
and Tempo Sets the Price Pace 
SAVE UP TO 40% 


women’s and girls’ sizes 
$ 


women’s 
CORK WEDGIES 


Made in Italy! W hite twist­ 
ed crinkle patent straps 
Cork platform soles, 1 H " 
heels Cushion insole 6-9 


women's 
LINEN WEDGIES 


Casual slip-ons in natural, 
navy or light blue linen 
Braid trim Popcorn crepe 
no-skid wedge soles 5-10. 


child’s colorful 
3-STRIPERS 
$«66 
rog. 
$1.9 7 1 


Rugged canvas oxfords 
with rubber soles, toe cap 
Red, blue or white with 
black trim 5-8, B ’/z-l 2 


Qirls' 3-band dark 
brown leather sandal 
with 2-ring trim. Extend­ 
ed sole edges. 9-3. 


TEMPO TRACKS DOWN EXCEPTIONAL BUYS FOR MEN! 


1,931,989.25 


1.27 3,594.40 


none 


SPECIAL! 
men’s tiro 
sole sandals 
$344 


PR. 


Brown vinyl upper, met­ 
al rivet trim. Rubber tire 
traction sole. 7-12. 


SAVE 20% 
men’s sixes 
vinyl joggers 
$ Ü 6 6 
4 
PR. 


W hite athletic shoes. 
Black striped trim. No­ 
skid sole. 6V5-1 2. 


SAVE 31% 
boot shoos 
for men 
$A6 6 
2 
PR. 


N avy, sa g e green or 
white ca n va s uppers. 
No-skid soles. 616-12. 
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Nominate Sedalian For Carnegie Award Birfhday 


An unusual act of bravery 
which very possibly saved two 
youngsters from serious injury, 
or worse, may gain a Sedalia 
man 
a 
national 
award 
for 
heroism, it was reported this 
week 
* Because of his singular effort. 
Harold Franklin, 23, Route 2. 
will be nominated by Rep. 
William Randall for a Carnegie 
Heroic Act Award — an honor 
given for action taken at the risk 
of personal life. 
An aide in Randall's office 
said 
this 
was 
the 
first 
nomination in Randall's district 
in several years 
Last January, Franklin was 
driving 
past 
The 
Sedalia 
Dem ocrat'Capital 
building 
when he saw a station wagon 
careening out of control on the 
parking lot. The vehicle was 
going 
backwards, 
variously 
smashing 
into 
utility poles, 
signs and another car 
Inside, 
Troy 
and 
Todd 
Letourneau, 
ages 
2 
and 
3 
respectively, son of Mr 
and 
Mrs. Alfred Letourneau, 301 
East Seventh, were trapped. 
As the vehicle continued to 
spin out of control. Franklin 
used a metal tool to smash a 
window. He opened the car 
door and managed to get in 
after several minutes of chasing 
the vehicle 


Godfrey, 
Schramm 
In Clash 


JE FF ERS O N CITY <APi - 
Two Democratic hopefuls for 
l i e u t e n a n t governor. Reo. 
Jack J. Schramm of Univer­ 
sity City, and Hou.se Speaker 
Jam rs E. Godfrey of St. Louis, 
got into the first clash of the 
1972 campaign some 15 months 
ahead of the primaries. 


Schramm said 
he learned 
Wednesday 
that 
the 
state 
Democratic committee 
was 
publishing and mauling God­ 
frey's weekly newsletter called 
“ Speaker's House W atch" 
Godfrey insisted he was “ just 
using the equipment and ma­ 
chinery" 
“ I was shocked to learn this 
is being done," Schramm said. 
“ I thirik it is highly improper 
(for the committee) to do any­ 
thing which indicates favor­ 
itism for any candidate or show 
individual partiality. 
“ It should be stopped now." 
That was one point on which 
Godfrey 
and 
Schramm 
did 
agree. 
Godfrey said since filing for 
the office he has “ made other 
arrangements" for having the 
weekly newsletter mailed out. 
State Democratic Chairman 
Delton L. Houtchens confirmed 
Godfrey's statement that the 
committee 
had 
bt'en 
reim­ 
bursed for postage. 
Godfrey showed the Associ­ 
ated Press checks to the state 
committee totaling $517.24 for 
postage, and others totaling $1,- 
300 for paper, mats and art 
work done by a St. Louis adver­ 
tising firm. 
Godfrey said only one of the 
12 
issues 
was 
nailed 
from 
Democratic headquarters since 
his announcement last week. 
He said that one was already in 
the process of being duplicated 
when he announced. 


Harold Franklin 


The car was stopped and the 
youngsters and Franklin came 
out. frightened but unhurt An 
earlier attempt to qpen a door 
on the car failed when the man 
trying it was knocked down 
What apparently caused the 
near-tragedy was that one of the 
youngsters accidentally put the 
car in reverse. Mrs Letourneau 
had left the vehicle parked, 
with the motor running, while 
momentarily on other business 
T? e two boys reportedly locked 
tiie car doors from the inside. 
The 
Carnegie 
Heroic 
Act 
Award intended for Franklin 
will be one of several to be 
presented to individuals who 
risked their lives to save others. 
The selections for the award are 
made by the Carnegie Hero 
Fund Committee The award 
itself has been given annually 
since 1904 and could consist of a 
medal or as much as $750 cash 
Randall, in a letter to The 
Democrat-Capital, said heroism 
was 
a 
practical 
form 
of 
involvement. “ In this day of 
non-involvement 
with 
one's 
neighbors in need, it is unusual 
to hnd someone who is willing 
to get involved We feel this 
type 
of 
act 
should 
be 
rect^nized,” he wrote. 
Franklin will be notified by 
mail if h? is selected to receive 
the award. Randall said 


Lawrence Lamb, M. D. 


Discharge of Blood 


Should Get Attention 


By Lawrence Lamb, M . D. 


Dear Dr. Lamb — My 15-year- 
old son bleeds everytime he has 
a bowel movement. He has 
been doing this for about two 
months. An examination didn’t 
show any tumors or anything 
— not even an internal hem­ 
orrhoid, 
yet 
he 
p a s s e s 
about a tablespoon of blood 
each time he has a bowel 
movement The blood is bright 
red. 
therefore 
our 
doctor 
doesn't think it could be higher 
up. What else, other than tu­ 
mors or hemorrhoids, could be 
causii^ this^ 
Dear Re a d e r — Hemor­ 
rhoids. are the most common 
cause for bright red blood 
with a bowel movement. Tu­ 
mors or cancer can be the 
cause, but the examination that 
you 
described 
has probably 
eliminated 
this 
possibility. 
Inflammation of the colon, or 
colitis, may cause the large 
bowel to weep blood into the 
stool and blood may be noted in 
the 
bowel 
movement. 
The 
change in the lining of the 
bowel 
should 
reveal 
this 
problem unless the area of 
inflammation is beyond 
the 
reach of the protoscope used for 
such examinations. If the right 
side of the colon is involved it 
might not show. 
Usually, 
bleeding 
in 
the 
small 
intestine 
or 
stomach 
produces 
blacklike 
bowel 
movements because the blood 
is partially digested. There are 
exceptions to this. People who 
bleed quite a bit and have an 
overactive bowel may even pass 
fresh blood with bowel move­ 
ments from a peptic ulcer just 
outside the stomach. This is 
fairly uncommon though and is 
usually associated with other 
symptoms. 


You have done the right thing 
in going to see a doctor Unless 
the cause is known, anvbody 
who has blood in his bowel 
movements should go see a 
doctor 
for 
a 
com plete 
examination at once. 
Dear Dr. Lamb — I am 72 and 
have had 
wonderful 
health 
all my life until this last year. 
Recently I have been having son- 
in-law trouble and my blood 
pressure 
has gone 
up 
My 
doi'tor wants me to take high- 
blood pressure pills and water 
pills which I hate to take Is 
there any diet for people like 
me’’ 
Dear Reader — Since your 
doctor is familiar with your 
case, you should continue to 
take any medicine he has given 
you 
until 
he 
advises 
you 
otherwise. 
One of the most important 
diet considerations for people 
with high blood pressure is to 
lose any excess fats they may 
have. Even the loss of 
10 
pounds of unnecessary fat often 
makes a great deal of difference 
in blood pressure. The second 
general principle is to markedly 
decrease any salt intake in the 
diet. Some doctors feel that 
giving pills to eliminate water 
and salt makes it unnecessary to 
be 
as 
conscientious 
about 
elimination of salt in the diet. If 
you are one of those people 
though who can tolerate the 
major salt restriction in the 
diet, there may be less need to 
take pills for this purpose 
(Newspaper Enterprise Assn.) 


Id«al for Mother's Doy! 


FRESH ' N RICH 
State Fair Center 


& 


DOWNTOVm^STORE 
_________ <ñ n Y ! 
___ 
CLOSE-OUTSALE 


ENTIRE REAAAINING STOCK 
40 OFF 


IN ALL DEPARTMENTS! 


Hurry In — While There's Still Some Left 
(ALL SALES FINAL) 


~ 5TH & OHIO - 


DOWNTOWN SEDALIA STORE ONLY! 


Announce 


Watershed 
Approval 


WASHINGTOr; (AP) ~ Ap­ 
proval of the Clarence Cannon 
Memorial watershed near Han­ 
nibal, in northeast Missouri, 
was announced Wednesday by 
Sen Stuart Symington. D-Mo. 
Symington said the Senate 
Agriculture Committee author­ 
ization clears the way for con­ 
struction of the dam and reser­ 
voir facility. Work is tentative­ 
ly scheduled to begin July 1 
The watershed will be built 
on the Salt River The Clarkson 
Construction Co. 
of Kansas 
City was awarded a $2,802,080 
contract for con.struction of the 
main dam and embankments, 
about seven miles north of Per­ 
ry. Mo. 
Formal ground breaking for 
the reservoir, valued at almost 
$71 niiilUon, was held in Sep­ 
tember of 1968. 
The project was authorized 
by Congress in 1962 as the 
Joanna Reservoir. The name 
was changed in 1965 after the 
death of veteran Congressman 
Clarence Cannon of Elsberry. 
Mo. He was chairman of the 
House 
Appropriations 
Com­ 
mittee. 
The development will provide 
the first pump-back plan for 
generation of electricity of any 
of the impoundments built in 
Missouri or Arkansas by the 
federal government 
Completion date for the facil­ 
ity has been set for June. 1975. 


Luncheon 


For Harry 


KANSAS ( I TY (AP) 
A 
traditional birthday luncheon 
for former President Hariy S. 
Truman will be held Saturday 
at a downtown Kan.sas City ho­ 
tel, but Truman, who will be 87. 
will 
not 
attend 
the 
affair 


Since a hospital .stay earlier 
this year. Truman is rarely 
seen outside his home in Inde- 
pt'ndence. Mo., but guests from 
l.os Angeles. New York and 
Louisville, and 15 of the Bat­ 
tery- D Army Artillery men 
Truman commanded in World 
War I are expected 
The luncheon will be given by 
the Fiddle Jacobson Memorial 
Foundation and friends and 
neighbors of the former chief 
executive 
The luncheon will follow cere­ 
monies at the Harry S Truman 
Library in Independence. Mo., 
for issuance of the reition’s first 
eight-cent commemi^rative pos­ 
tage 
stamp 
to 
honor 
Mis­ 
souri's 150 years of statehcMxi 
Dignitaries attending will in­ 
clude Postmaster (Jeneral Win 
ton M Blount. Gov. and Mrs. 
Warren E. Hearnes, Thomas 
Hart Benton, and Lt. Gov. W il­ 
liam Morris 
A candlelight ceremony will 
be held at the luncheon with 
the traditional “ Happv Birth­ 
day" song 


c w RpwEr cq 


SOUTH OHIO 
For Mother's Doy, May 9th . . . Select 
From the Finest in Perjfumes & Colognes 


MANLY BUYS! 
Size 6 Vi thru 13 


MADE 
IN U.S.A. 


HopsacIc oxford or 
s*»P-on in Diack or 


brown. Easy-walking 
foam rubber sole. 


Comporoblt 
Voluts To $5.ff 
$3.87 


SOFT.GLOVELEATHER! 


MEN'S WORK OXFORD 
) Goldtn Glove Moccasin Vamp 
I Oxford with Cushion Insolo t 
I Winf Arch Support! 
I lightwoifht, floxihio Solos oro 
Oil II Acid Rosistontl 
Sixes A't - 12 
loURRIG.SI.Af 
/ A 
IISTSIU IR" 
/ 


LOOIBS 
103 W E S T A A A IN 
D O W N T O W N , S E D A L IA 


o 


FLY THIS FLAG 
O N YOUR H O M E 


Memorial Day, M ay 31 
Flag Day, June 14 
Independence Day, July 4 


OFFERED AT COST 


AS A PATRIOTIC 


PUBLIC SERVICE 
$3 


w h e n picked up at 
our plant. $3.8 7 if 
m ailed to you. 


★ 
A 
A 


A 


A 


3 X 5 Foot Fine C o tto n Fla g with D ouble Stitched 


Stripes, C a n v a s H e a d in g an d Brass G rom m ets 


6 Foot, 2 Piece S ta ff, C o rd H a ly a rd 


G o ld e n Top D e co ratio n 


H e a vy C ast 2 W a y Perm anent M e ta l Socket with 


3 M ounting Screw s, M o u ntin g Instructions 


Flog H istory ond Etiquette Folder in Full C o lo r 


Self sto rag e, H eo vy C o rru g o te d M a ile r Kit 
S&daUa 
DEMOCRAT-CAPITAL 


Evcning-Sunday-Morning 


7th & Massachusetts 


Estee Lauder 
Youth Dew, Estee, Azuree 
Chanel 
Chanel No. 5, Chonel No. 22 
Lanvin 
Arpege, Pretexte, M y Sin 
Charles of the Ritz 
Ritual 
M adam Rochas 
Elizabeth Arden 
Blue Gross and Mémoire Cherie 
Guerlain 
Chant d'Arones, L'leure Bleue, 
Mitsouko, Cholomor, Cham ade' 


Evyan 
W hite Shoulders, G reat Lady, 
Most Precious, Golden Shadows 
Revlon 
Intimate, Aquamarine 
Caron 
Nuit de Noel, Bellodgia, 
Fleurs de Rocolle 
Dana 
Tabu, Ambush, 20 Carats 
Dorothy Gray 


Lilac, Figurine 
Roger n Galet 
Jean Nate 


Faberge 
Tigress, Aphrodisio, Kiku, 
Xanadu, Strawhat, 
W oodhue, Flambeou. 


Toiletries 
M ain Floor, 
Sedolia, and Marshall 


For Mother, 


On Her Day, 
M ay 9th 
Pant Dresses 
By Donn Kenny 


Either 
*1A Q O 
Style 
I U 
And M any More, Too. 


In washable, easy 
care polyester 
and cotton. 


Sizes 
— ^ 
^ 
8 to 16. 


Sportswear 
M ain Floor, 
Sedalia, 
Also Marshall. 


Bichsel Jewelry 


217 South Ohio 


A Divnion of C. W. F/ower Co. 


Spechi 
^IN TIME 
for 
M OTHER'S DAY 


SAVE NOW (for a limited time) 
on all these fine patterns of Vernon- 
ware. Perfect for gifts. An excellent 
time to start a new pattern. 


FRUIT BASKET 
Warm and lovely as a Calilornia 
sunshine, Scalloped rims, fluted de 
tail enhance a fruit and flower pat 
tern in yellow, green and brown. 
Open Stock Value 8.80, SPEC. 5.28 


SAVE 40% ON 
3-PIECE SETTINGS 
SAVE 20% ON 
OTHER PIECES. 


Vernon ANTIQUA 
A handsome border of fruit, foliage 
aod flovrers, handcrafted in subtle 
beige tones under an antique white 
gla/e 


Open Stock Value 8.25. SPEC. 4.95 


GOLDEN AMBER 
A smartly simple, modern paflern 
Golden amber gla/e with a deep 
Van Dyf.k brown trim Graceful, con 
temporary shapes create a dinner 
ware suitable tor all rrccasions 
Open Stock Value 7.15, SPEC. 4 .29 


VINEYARD 
A rich hand painted design with a 
delightful old world touch 
. . tea 
furing blue green grapes with soft 
green and golden brown leaves 
Open Stock Value 8.80, SPEC. 5.28 


Vernon DELLA ROBBIA 
A luxuriously carved border of flow 
ers, fruit and foliage, hand-painted 
in tones of green, yellow, brown and 
orange on oft white 
Open Stock Value 13.45, SPEC. 8.07 


Vernon FLORENCE 
Younger than springtime 
fruit, 
flow ers and foliage, b e a u t i f u l l y 
carved, hand painted in ultramarine 
blue, charteuse, green and white 
Open Stock Value 13.45, SPEC. 8.07 


Vernon ROSE 
A luxurious hand carved border of 
roses delicately tinted soft pink with 
green foliage 
A pattern so lovely 
tor every occasion. 
Open Stock Value 11.95, SPEC. 7.17 
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OBITUARIES 


Thomas M. Sfovons 
Mrs. Ana Burko 


Thomas M. Stevens, 89, 1206 
South 
Massachusetts, 
died 
Thursday morning. 
He was bm’n Feb. 27,1882, in 
Russellville, son of John and 
Fannie Morrow Stevens. He 
moved to Sedalia in 1923. He 
married 
Della 
Gregory 
on 
March 
22. 
1903 
and 
she 
preceded him in death June 11, 
1968. 
He was a boilermarker at the 
Missouri-Pacific 
Sh(^s 
and 
retired in 1949. He was a 
member of the East Sedalia 
Baptist Church and the I.O.O.F. 
He 
is 
survived 
by 
two 
daughters. Mrs. Ethel E. EirLs, 
of the home; Mrs. Noel Hazel 
T r o u t , 
1111 
S o u t h 
M a s s a c h u s e t t s ' , 
f o u r 
grandchildren, 
seven 
great­ 
grandchildren and one great- 
great-grandchild. 
Funeral services will be held, 
at 3 p.m. Friday at the Heckart- 
Gillespie Funeral Home with 
the Rev. Medford Speaker and 
the 
Rev. 
Frank 
Cook 
officiating. 
Roy Dameron and Mrs. Clyde 
Waters will furnish the music. 
Burial will be at Memorial 
Park Cemetery. 


Mrs. Lena Saunders 


Mrs. Lena May Saunders. 76, 
1001 
South 
Vermont, 
died 
Thursday morning at Bothwell 
Hospital. 
She was born March 23.1895, 
in Sedalia, daughter of Mentor 
T. and Lena Hardin Bouldin. 
She was married to Jess C. 
Saunders, who preceded her in 
death in 1951. 
She was a member of the 
Daughters of the American 
Revolution and the 1812 Club. 
She was past president of the 
Garden Club Council, and the 
[)emocratic Women’s Gub. She 
was a member of Garden Gub 
No. 4 and a past president of the 
Christian Women’s Fellowship 
at the First Christian Church, of 
which she was a member. 
She was also a member of the 
Helen G. Steele Music Gub. the 
Missouri-Pacific Women’s Gub 
and the Saturday Bridge Club. 
She is survived by one son, 
Earl L. Saunders. Alexandria, 
Va.: two grandchildren and one 
great-grandchild. 
Funeral 
arrangements 
are 
incomplete. 
The body is at the Heckart- 
Gillespie Funeral Home. 


John L. Gerke 


PILOT GROVE 
- John 
Gerke, 80. died at his home, 
about two miles east of here at 
noon Wednesday. 
He was born Aug. 25,1890, in 
Clear Creek, son of Antone and 
Anna Fahrenvorf Gerke. On 
Oct. 21,1919, he married Bertha 
Margaret Lang, who preceded 
him in death in 1%5. 
He farmed all of his life near 
Pilot Grove. He was a member 
of St. Joseph Catholic Church 
and the Knights of Columbus. 
Survivors include three sons, 
WiUred Gerke, Elwood Gerke. 
and Norman Gerke, all of Pilot 
Grove; two sisters. Mrs. Mary 
Schoen, Tipton; 
Mrs. Lucy 
Walje, Cincinnati, Ohio; and 27 
grandchildren. 
Funeral services will be held 
at 10:30 a.m. Friday at the St. 
Joseph Catholic Church with 
the Rev. Frances Gillgannon 
officiating. 
Burial will be in the church 
cemetery. 
The body will lie in state from 
1 p.m. Thursday until time for 
the service at the Hays-Painter 
Funeral Home. 
The rosary will be recited at 8 
p.m. Thursday at the funeral 
home. 


THE SEDAUA DEMOCRAT 
700 S Massachusetts 
Sedalia, Mo. 
Telephone: AC 816 826-1000 


.Published 
evenings, 
except 
Saturdays 
and 
Labor 
Day. 
Published 
Sunday mornings in 
combination 
with 
The 
^ a lia 
Capital. 


Second 
class 
postage 
paid 
at 
Sedalia, Mo., 65301 


—Member— 
The Associated Press 
American Newspaper 
Publishers Association 
The Missouri Press Association 
The Audit Bureau of Circulations 
The Inland Daily Press 
. Association 
The Associated Press is exclusively 
entitled 
to 
republish 
news 
dispatches 
printed 
in 
this 
newspaper. 


SUBSCRIPTION RATES: 
,By carrier in Sedalia: Democrat, 
evenings and Sunday, or CapiUl, 
mornings and Sunday, 50c per 
week. 
Morning, 
Evening 
and 
Sunday. 80c per week. Payable in 
advance. 


COLE CAMP - M n. Anna 
Burke, 88, died at the Good 
Sam aritan 
Nursing 
Home 
Wednesday morning. 
She was bom at Cole Camp 
Nov. 24. 1882, daughter of the 
late 
Anton 
and 
Minnie 
Kroeschen 
Balke. 
She 
was 
married to Fred Burke at Cole 
Camp. 
She was a charter member of 
the United Lutheran Church, 
Cole Camp. 
She is survived by one son, 
Walter Burke, Kansas City; two 
daughters, Mrs. Leo (Opal) 
Boeschen, Cole Camp: Mrs 
Andrew 
(Pearl) 
Fuchs, St. 
Louis; one foster-sister, Mrs. 
Carl (Gertie) Wilckens, Cole 
Camp; four grandchildren and 
two great-grandchildren. 
Funeral services will be held 
at 2 p.m Saturday at the church 
with the Rev. Merlin SJoberg 
officiating. 
Burial will be in St. Paul’s 
Cemetery, Cole Camp. 
The 
family 
will 
receive 
friends Friday evening at the 
Fox Funeral Home. 


William L. Sanders 


STOVER 
- 
William 
L. 
Sanders, 71, Hiawatha Beach, 
died at his home at 12:30 p.m. 
Wednesday, 
following 
an 
apparent heart attack. 
He was born at Taloga, Okla., 
April 2,1900, the son of the late 
Peter and Delia Sanders. 
He lived most of his life in 
Sedalia and until his retirement 
in 1962, he had been employed 
at the Missouri Pacific shops as 
a machinist. He moved to 
Stover following his retirement. 
His first wife, the former 
Emma L. Eklwards, died in 
1947. On March 24, 1970, his 
second wife, Mrs. Margaret L. 
Sanders, died. 
He was married at Sedalia 
Oct. 13. 1970, to Mrs. Helen 
Trent, who survives. 
Abo surviving is a son, Vance 
Sanders. 
1805 
East 
15th, 
Sedalia; Mrs. James (Virginia) 
Harrison, 
1712 
South 
Montgomery, 
Sedalia; 
three 
step-daughters. 
Mrs. 
Darrell 
(Virginia) Oder. Kansas City; 
Mrs. Charles (Irene) Smith, 
Smithton; Mrs. R. J. (Marjorie) 
Lindstrom, 1804 South Warren. 
Sedalia; one step-son, Stanley 
Stuart. St. Petersburg. Fla.; 
seven grandchildren and one 
great-grandson. 
Funeral services will be held 
at 1:00 p.m. Friday at the 
Ewing Funeral Home with the 
Rev. 
Medford 
E. 
Speaker, 
pastor of the East Sedalia 
Baptist Church, officiating. 
Pallbearers will be Raymond 
Bales, 
Walter 
Richardson. 
Harold 
McFarland. 
Weldon 
Trower, Fidel Esala and Carl 
Bennett. 
Burial will be in Crown Hill 
Cemetery. 
The body is at the funeral 
home. 


James G. Mock 


KANSAS G T Y - James G. 
Mock, 80, formerly of Windsor, 
died 
Tuesday 
afternoon 
at 
Research 
H ospital 
here 
following a lengthy illness. 
He was born in Grundy 
County, Jan. 17,1891, son of the 
late John and Nevada Mock. 
He married Blanche Friel 
June 16. 1938. She survives of 
the home. 
Mr. Mock was a member of 
the Raytown Christian Church 
and the United Mine Workers. 
He had been a machinist for the 
Windsor Coal Company until his 
retirement. 
Surviving besides his widow 
is one son. Gale Mock, of the 
home. 
Funeral services were held at 
2 p.m. Thursday at the Huston- 
H adley 
Fu n eral 
Hom e, 
Windsor, with the Rev. David 
Plumbley officiating. 
Burial was in Laurel Oak 
Cemetery, Windsor. 


Mrs. Maurine 


Forgeus 


The Sedalia Capital, or The Sedalia 
Democrat, daily and Sunday, by 
mail in Pettis, Benton, Camden, 
Cooper. JofansMi. Henry, Hickory, 
Lafayette, Moniteau, Morgan and 
Sahne counties: 1 year $15.00; 6 
months $8.00; 3 months $4.25; 1 
month $1.75. Payable' advance. 


By mail elsewhere: 1 year $24.00; 6 
months $13.00; 3 months $7.00; 1 
moiAh $2.90. Payable in advance. 


KANSAS 
G T Y 
- 
Mrs. 
Maurine 
Forgeus. 
72, died 
Tuesday evening at the home of 
her 
daughter, 
Mrs. 
Helen 
Frances Fraser. 
She was born June 14,1898 in 
Otterville, daughter of Thomas 
and Daisy Eklwards. 
July 28, 
1918, she was married to Glenn 
Forgeus. who preceded her in 
death in 1969. 
She worked for the Kresge 
Store in Kansas City for 25 
years. 
Survivors 
include 
her 
daughter, Mrs. Fraser, and a 
brother, Roy B. Eklwards, 1407 
South Barrett, Sedalia. 
Funeral services will be held 
Friday morning at the Freeman 
Mortuary. Kansas City. 
Burial will be in Mt. Moriah 
Cemetery. 


Charles Carlin 


FULTON 
- 
Charles 
M. 
Carlin, 82, formerly of 1721 
West 
10th, 
Sedalia, 
died 
Wednesday 
at 
the 
Fulton 


Hôpital. He was born Nov. 1, 
1888, at Richfield. Kan., son of 
the late Edward and Susan 
Williams Carlin. 
He had lived most of his life 
in the Sedalia area and moved 
here in 1949. 
He worked at the Panhandle 
Eastern Pipeline Co. until he 
retired in 1953. 
He was a member of the First 
Christian Church. 
He b survived by his widow. 
Myrtle, at the Rest Haven 
Nursing 
Home. 
Sedalia; 
a 
sister, Mrs. Ida Belle Williams, 
W i c h i t a , 
K a n . ; 
one 
granddaughter and three great- 
granddaughters. 
Funeral services will be held 
at 
1:30 
p.m. 
Saturday 
at 
.H eckart-Gillespie Funeral 
Home, 5iedalia, with the Rev. 
Robert Magee officiating. 
Burial will be in the LaMonte 
Cemetery. 


Ben H. Caldwell 


SMITH V ILLE - Ben H., 
Caldwell, 81, Windsor, died at 
the %>elman Memorial Hospital 
here Wednesday. 
Bom March 18, 1890, in Des 
Moines, Iowa, he was the son of 
the late Albert A. and Josie 
Caldwell. On May 18. 1912, he 
married Katie McKee, who 
preceded him in death in 1960. 
He was a member of the 
Windsor Christian Church. 
Surviving are one daughter, 
Mrs. Gladys Loding, Windsor; 
one son, Raymond Caldwell. 
Kansas City; six grandchildren 
and seven great-grandchildren. 
Funeral services will be held 
at 10:30 a.m. Friday at the 
Gouge Funeral Home with the 
Rev. David Mills officiating. 
Burial will be in Laurel Oak 
Cemetery. 
The 
family 
will 
receive 
friends from 7:30 to 9 p.m. 
Thursday. 


Lora P. Davis 


WINDSOR - Lora P. Davis. 
85. died at the Windsor Hospital 
Wednesday. 
Born in Versailles. March 27, 
1886, she was the daughter of 
the late Max and Eliza Ann 
Friedly. On Feb. 12, 1927, she 
was married to Shird E. Davis, 
who preceded her in death 
in 1953. 
She was a member of the 
First 
Baptist 
Church 
of 
Windsor. 
Surviving are two brothers. 
Dave Friedly, Ionia; Arthur 
Friedly. 
Stover; 
four 
step­ 
daughters, 
Mrs. 
Florence 
Ransdell, Lincoln; Mrs. Phoebe 
Laurin, Miami, Fla.. Mrs. Elva 
Alderman, 2316 East Tenth. 
SedaUa; 
Mrs. 
Alta 
Wright. 
Grandview, Wash.; and one 
step-son. 
Clarence 
Davis, 
Kansas City. 
Funeral services will be held 
at 2:30 p.m. Saturday at the 
Gouge E'uneral Home with the 
Rev. Melvin Hill officiating. 
Burial 
will 
be 
in 
Ionia 
Cemetery. 
The 
family 
will 
receive 
friends from 7:30 to 9 p.m. 
Friday at the funeral home. 


Harry H. Roof 


BLACKW ATER - Harry H. 
Root. 
78, 
died 
at 
the 
Fitzgibbons 
Hospital 
in 
Marshall Wednesday night. 


He is survived by two sons, 
Paul Root, Blackwater; and 
James Root. Encinitas. Calif. 
The body was taken to the 
Ewing Funeral Home. 
Funeral 
arrangements 
are 
incomplete. 


Funeral Services 


Mrs. Alice Ebersole 


Funeral services for Mrs. 
AUce W. Ebersole, 86,316 West 
Seventh, who died Wednesday, 
were held at 2 p.m. Thursday at 
the McLaughlin Funeral Home 
with the Rev. William E. Lusk 
officiating. 
Pallbearers 
were 
George 
Brown. Joe Henley, Forrest 
Barman. Gerald King. Victor 
Bockelm an 
and 
Richard 
Schwalie. 
Burial was in Crown Hill 
Cemetery. 


Mrs. Telifha Colson 


Funeral services for Mrs. 
Telitha (Trixie) Drake Colson, 
64, 2500 East 12th, who died at 
Bothwell 
Hospital 
Monday 
evening, were held at the Ewing 
E'uneral 
Home 
at 
1 
p.m. 
Thursday with the Rev. J. R. 
Shipman, 
pastor 
of 
the 
LaMonte 
Methodist Church, 
officiating. 


John 
Vandekamp, 
soloist, 
was 
accompanied 
by 
Mrs. 
Rosalie DeLozier, organist. 


Burial was in the L( Monte 
Cemetery. 


Entertains Here 


Tex 
Ritter, 
noted 
country 
and 
western 
music 
performer and film personality, was the star of a 
"G rand Ole O pry" show in the Agriculture Building 
at the Missouri State Fairgrounds W ednesday night. 
Ritter, Dori M alloy, a vocalist from Nashville, and the 
"Boll W eevils" highlighted the Kiwanis-sponsored 
program. (Democrat-Capital Photo) 


DAILY RECORD 


Future 
Subscribers 


Son, to Mr. and Mrs. Jim 
Hargrave, Marshall, at 7:28 
a.m. Thursday at E’itzgibbon 
Memorial Hospital. Weight. 7 
pounds, 1 '/2 ounces. 


Daughter, to Mr. and Mrs. 
Charles Stetzenbach, 311 East 
25th, at 7:10 a.m. Wednesday at 
Bothwell Hospital. Weight, 6 
pounds. 4 ounces. 


Son, to Mr. and Mrs. Johnnie 
Kelso, Warsaw, at 5:24 p.m. 
Wednesday 
at 
Bothwell 
Hospital. Weight, 8 pounds, 2 V2 
ounces. 


Son, to Mr. and Mrs. Michael 
Crowder. Kansas City, April 26 
at the Independence Sanator­ 
ium, Independence. Weight. 6 
pounds, 
14 
ounces. 
Named 
Christopher David. 
The paternal grandmother is 
Mrs. June Crowder. 2303 West 
nth. 


Hospital 


Dismis.sed 
— Miss Susar. 
Homan, 
Versailles; 
Mrs. 
Charles Carson. Otterville; Mrs. 
Norbert 
Kaiser. 
Lincoln; 
Ronald Kirk, Knob Noster; 
Mrs. Wilbert Askew. 1900 South 
Limit; Mrs. Larry Houchens 
and daughter, Versailles; Baby 
Steven L Kirk. Knob Noster; 
Mrs. Joseph Williams, 1517 
West 
E’ourth; 
Mrs. 
Oliver 
Stinnett. E’lorence; Mrs. Linda 
Closser, 520 South Washington; 
Mrs. Ida Kreeger, 2200 South 
Missouri; Mrs. Thomas Drury. 
V ersailles; 
M rs. 
Lizzie 
Hofstetter, Fortuna; Mrs. Cecil 
Cook. 
Gravois 
Mills; 
Mrs. 
Blanche Rages. Florence; FIddy 
L. Hancock. Versailles. 


Other Hospitals 


Mrs. Bobby Martin, Hughes- 
ville, is a patient at the Uni­ 
versity of Missouri Medical 
Center, Columbia. 


Mrs. Marguerite Scott, 1702 
West 10th, has been admitted to 
the 
University 
of 
Missouri 
Medical Center, Columbia. 


FITZGIBBON MEMORIAL 
H O S P I T A L . 
M a r s h a l l : 
Dismissed: George F 
Arth, 
Mrs. Albert Joliff, Mrs. Terry 
DeMoss and daughter, Mrs. 
Verna M. F*ost and Mrs. George 
E'reeland, all of Marshall; John 
E. Thompson, Miami; Mrs. 
Stella A. Minnick, Slater; Mrs. 
Marvin 
A. 
Arndt. 
Sweet 
Springs, Mrs. John E Nowlin. 
Blackwater; and Mrs. E^lizabeth 
Haislip, Malta Bend. 


Mrs. Essie Mather 


lONlA — Funeral services for 
Mrs. Essie Mather. 73. who died 
Tuesday, were held at 2 p.m. 
Thursday at the Antioch Baptist 
Church, Manila, with the Rev. 
Steve Gardner officiating. 
Burial was in the Antioch 
Cemetery. 


Police Report 


Ray W Sherlock, 804 Ruth 
Ann Drive, reported to police at 
4:05 a.m. Thursday that a 
trailer hitch, valued at $35. had 
been removed from his car 
sometime Wednesday night. 
The car had been parked at 
Fourth and Osage. 


Police while on routine patrol 
at 
5:45 
a.m 
Thursday, 
discovered 
that 
the 
plastic 
facing on a gum machine had 
been broken and gum scattered 
on the floor at Kenny’s Coin-0- 
Matic Laundry No. 2. 2408 
Dennis Road. No estimate of 
damage was available. 


Orville L Rutz, Olathe, Kan., 
reported Wednesday afternoon 
four stereo tape players and 12 
electric can operters were taken 
from his 1971 Pontiac while it 
was parked on the Gibson’s lot 
between noon and 1:15 p.m. 
Wednesday. 
The merchandise, valued at 
$410, was in the back seat and 
trunk. Both the driver’s door 
and 
trunk 
lcx*ks 
had 
been 
punched to gain entry to the 
vehicle. 


Lynn Anthony, 2568 South 
Stewart, 
a 
Katz 
employe, 
reported Wednesday afternoon 
two men took nine or more 
stereo tapes from Katz at 5:54 
p.m. Wednesday. 
The men gathered up the 
tapes and drove off with a third 
man waiting in a car, according 
to police reports. Value of the 
merchandise was estimated at 
over$50. 


Toniglit 
On TV 


Entertain Optimists 


With Folk Music 


A medley of folk songs sung 
by Mrs. Jack Herndon and Mrs. 
Robert Seelen highlighted the 
Tuesday meeting of the Noon 
Optimist 
Gub 
at 
Bothwell 
Hotel. 
Karl 
Koch, 
program 
chairm an, 
introduced 
the 
program. The club voted to give 
$500 to the B(tys’ Gub for the 
Sedalia Community Center if 
the present acquisition program 
succeeds. 
Marvin Kueck gave the in­ 
vocation. 


Wholesale 
Indicators 
Up Again 


WASHINGTON (A P) - The 
rise in wholesale prices accel­ 
erated in April, handing the 
Nixon administration a setback 
in its effort to control inflation, 
the Labor Department reported 
today. 
The 
department 
said 
its 
wholesale price index advanced 
by three-tenths of one per cent 
in April, with its key industrial 
commodities index going up by 
four-tenths of one per cent. 
The increase was even lai^er 
on a seasonally adjusted basis, 
with the over-all index increas­ 
ing by five-tenths of one per 
cent and industrial prices by 
the same amount. 
The April increase followed a 
slackening in wholesale prices 
in March, when the index ad­ 
vanced by only two-tenths of 
one per cent on both an unad­ 
justed and seasonally adjusted 
basis. 
The department said farm 
products showed no change in 
April, while prices of processed 
foods and feeds actually de­ 
clined by two-tenths of one per 
cent. But on a seasonally ad­ 
justed basis, prices of farm 
products increased by 1.4 per 
cent, with the cost of processed 
foods and feeds unchanged. 


The 
department said 
the 
April advance brought the in­ 
dex to 113.3 per cent of the 1967 
average, 3.1 per cent higher 
than the same month a year 
ago. This meant that it cost 
$113.30 to purchase the same 
amount of wholesale goods that 
$100 bought in 1967. 


The Bureau of Labor Statis­ 
tics blamed the increase in the 
industrials index on “ renewed 
strei^th in prices of metals and 
metal 
products.’’ 
Prices 
of 
these products had leveled off 
in recent months. 


Haulers Granted 


Temporary Hike 


JEFFER SO N CITY (AP) - 
Missouri dump truck haulers 
were granted a temporary 14.6 
per cent rate increase today on 
construction work and 5 per 
cent for other hauling until 
their rate case can be decided 
by the state Public Service 
Commission. 
The operators had asked for 
a 20 per cent temporary in­ 
crease until their request for a 
40 per cent rate boost could be 
settled. The case involves 85 
carriers. 
The PSC said there was no 
justification 
for an 
interim 
boost of 20 per cent until the 
case can be heard June 23. It 
also rejected a request for dif­ 
ferent rates in different areas. 


Red Cross Board, UF 
Committee Will Confer 


Norman Earl Tanner 
Mrs. Addie Chism 


6:00 3-5-6-8-9-13 News 
3(50) Patty Duke 
4 I Love Lucy 
10(41) F Troop 
11 Dick Van Dyke 
6:30 3-4-8 Flip Wilson 
3(50) Daniel Boone 
5-6-13 Family Affair 
9 Alias Smith and Jones 
10(41) Wild. Wild West 
11 ToTelltheTrulh 
7:00 5-6-13 Jim Nabors 
10(41) Please Don’t Eat 
The Daisies 
11 What’s My Line 
7:30 3(50) Beat the Ckx'k 
3-4-8 Ironside 
9 Bewitched 
10(41) Movie 
11 David Frost 
8:00 3(50)-5-6-l3Movie 
9 Danny Thomas 
8:30 3 Slim Wilson 
4 Adam 12 
8 Buck Owens 
9 Dan August 
9:00 3-4-8 Dean Martin 
11 Perry Mason 
9:30 9 The Ghost and Mrs. Muir 
10:00 (All) News 
3(50) Alfred Hitchcock 
10(41) Movie 
11 Peyton Place 
10:30 3( 50)-8-13 Merv Griffin 
3-4 Johnny Carson 
5-9-11 Movie 
8 Let’s Go Hunting and 
F'ishing 
11:00 8 Johnny Carson 
12:00 (All) News 
12:20 5 Movie 


New Attorney Is 


Admitted to Bar 


Robert M . Liston, formerly of 
Creve Couer and a University of 
M issouri 
graduate, 
was 
admitted to the Sedalia Bar 
Association Thursday. 
Liston, who lives with his 
family at 522 South Barrett, has 
his office in the Commerce 
Building, Third and Ohio. 


Correct Information 


It was incorrectly reported in 
Wednesday’s Sedalia Democrat 
that persons wishii^ to donate 
b l oo d 
s h o u l d 
m a k e 
arrangements to do so with 
Bothwell Hospital before the 
Community Blood Bank arrives 
here this Friday. 
All blood donations should be 
channeled through the First 
Christian Church, 825-5300. The 
Blood Bank will be in Sedalia 
from 2 to 7 p.m. 


LAM O NTE 
- 
Funeral 
services 
for 
Norman 
Earl 
Tanner, 37, who died Tuesday, 
were held at 10 a.m. Thursday 
at the Moore Funeral Home 
with the Rev. David Schawo 
officiating. 


Burial will be in Greenville, 
Mo., Friday. 


LOS AN G ELES - Funeral 
services for Mrs. Addie Chism, 
a former Sedalian who died 
here recently, were held at 11 
a.m. Thursday at the Alexander 
Funeral Home, Sedalia. with 
the Rev. Glen C. Nelson Jr., 
officiating 
Burial was in Crown Hill 
Cemetery. 


ATHLETE'S FOOT 
HOW TO TREAT IT— 
Ap p ljr q u lck -d ry tn f T-4 -L. Feat It 
tak e h o ld to ch eck Itch , b u rn tn c In 
MINUTES. In a to B d ay « , In f^ted 
ak in slo u g h s o ff. W atch ilEALTHY 
sk in rep lace It I If n o t d elig h ted IN 
ONE HOUR, y o u r 4 8c b ack at an y 
d ru g 
co u n ter. 
NOW 
at 
W. E. BARD DRUG CO. 


HARD OF 
HEARING? 


NM R«t«w B S«rvU t 
HtiriinAi6 MM4q— rtf * 
ZURCHER'S 
JEWELRY CO., 
31 3S*.Olri«S«diai« 
BATTERIES-SERVICE, 
REPAIRS 
For All Makes 
Hearing Tests-Home 
Appointments. 
Sponsored by 
Acousticon Allen Co. 
107 E. 11th, K.C., Mo. 


The Pettis County Red Cross 
board was told at a meeting 
Wednesday that a meeting has 
been scheduled with the United 
Fund budget committee May 20 
in hopes of resolving a dispute 
over the Red Cross share of the 
U F budget. 
The U F budget committee 
made 
a 
tentative 
recom­ 
mendation F r i d a y to cut 
the Red Cross’ share by $1 ioo 
for 
1972. 
The 
Red 
Cross 
received $15,200 this year. 
Reason 
for 
the 
cutback, 
according to budget committee 
chairman Leroy luchs. was the 
high percentage of Red Cross 
funds sent to t^ national office. 
This amounted to 52.2 per cent 
of the total funds received by 
the local Red Cross from the 
United Fund for 1971. 
At 
Wednesday’s 
meeting, 
board 
members 
heard 
a 
p r e s en t at i on 
by 
P a t 


Michigan 
Gambling 
Roundup 


WASHINGTON (A P) - More 
than 400 F B I agents and local 
police began today a Michigan 
roundup of 151 persons, in­ 
cluding a Detroit police in­ 
spector and 15 other officers, 
on federal gambling charges 
returned by two federal grand 
juries. 
Fifteen indictments, returned 
by grand juries sitting in I>et- 
roit and Grand Rapids, were 
announced by Atty. Gen. John 
N. Mitchell in Washington. 
Mitchell said federal author­ 
ities coordinating the arrest 
raids in 37 Michigan cities de­ 
scribed the operation as “ one 
of the largest in United States 
history in terms of the number 
of arrests.” 
Major cities in which author­ 
ities either made arrests or ex­ 
ecuted search warrants this 
morning were Detroit, Grand 
Rapids, Lansing, Flint, Sagi­ 
naw, Battle Creek and Kala­ 
mazoo, the Justice Department 
said. 
The 
police 
officers 
were 
charged in the indictments with 
obstructing law enforcement 
antigamblii^ activities, carry­ 
ing on an illegal gambling ac­ 
tivity and conspiracy to violate 
federal gambling laws. 


The indictments said the 
gambling operations outside of 
metropolitan Detroit consisted 
mainly of betting on numbers. 
One indictment said there is 
a Unk between a gambling 
group in Detroit and similar 
groups 
or 
persons in 
Las 
Vegas, Chicago and Miami. The 
Justice Department said four of 
the indicted persons were being 
sought in those cities. 


Area Retired 


Persons Set 


Meeting Date 


A meeting of area retired 
persons w ill be held at 2 p.m. 
Tuesday in the fellowship hall 
of 
the 
Broadway 
United 
Presbyterian Church, according 
to 
Marvin 
Welch, 
steering 
committee chairman for the 
proposed Sedalia chapter of the 
American 
Association 
of 
Retired Persons (AARP). 
Welch 
said 
the 
meeting 
agenda iiKludes an election of 
officers and a request to charter 
the local group. 
Dr. Esther E . Prevey, state 
directCH' of AARP, w ill assist in 
conducting the meeting. 
Persons 55 and older, even if 
not retired, are invited to attend 
the meeting, Welch said. The 
meeting is open to members of 
AARP and the National Retired 
Teachers Association, he added. 


Blankenship, Red Crois field 
director at Whiteman Air Force 
Base, 
on 
the 
drug 
abuie 
problem. Blankenship sakl the 
availability of drugs and the 
“ generation gap” were the two 
major 
factors 
behind 
the 
problem. 
Mrs. Jane Menfee, executive 
secretary of the Red Cross 
office, repor||d that 321 cases 
were handhfo by the office 
during the last quarter. 
Mrs. Kay Johnson reported 
on plans for summer Red Cross 
swimming lessons. 
Regular visits to the White­ 
man AFB hospital have been 
resumed, Mrs. Menefee report­ 
ed. She said a disaster plan 
for the county also is being 
drawn up in cooperation with 
the Pettis County Civil Defense 
office. 
Mrs. Menefee said that ef­ 
fective Oct, 1, the local office 
w ill be assigned to the 80-county 
Kansas City division of the Red 
Cross, instead of the St. Louis 
district. 
Chairman Jim Denney ap­ 
pointed Clinton Black, P. A. 
Sillers and Mrs. Cline Cain to 
a nominating committee for Red 
Cross (rfficers. 


SFCC Singers 


Perform For 


Lions Club 


A musical program by the 
Swinging 
Roadninners 
was 
featured at Tuesday’s Sedalia 
Lions Gub meeting at the 
Bothwell Hotel. 
Featuring Mike Fiene’s solo, 
“ If I were A Rich Man” and a 
trio made up of Gail Crnic, 
Debbie 
Homan 
and 
Nancy 
R i c h w i n e 
s i n g i n g 
“ Matchmaker,” both from the 
musical “ Fiddler on the Roof,” 
the group provided pleasant 
entertainm ent 
for 
club 
members. 
Also included on the program 
were the songs “ Everything’s 
Coming Up Roses,” “ And the 
Angels 
Sing,” 
“ Spinning 
Wheel” and “ Raindrops Keep 
Falling On My Head.” Other 
members of the State Fair 
Community 
College 
group 
include Nancy Rictey, Nancy 
Eckhoff, Ron Hieronymous, 
Craig Desmond and Charles 
Bohon. 
The group 
is under the 
direction of Mrs. Carl Schrader, 
SFCC music director, and her 
assistant Miss Joan Baker. John 
Kenney, program chairman, 
introduced the group. 
Richard M iller, manager of 
Quik Steno and Printing, was 
presented to the club as a new 
member. 
Lion guests were George 
Evans, 
deputy 
d istrict 
governor, and Gib White, state 
Uon secretary. 
B ill McLaughlin, president, 
presided at the meeting. 


Wafer Board Opens 


Bids For Repairs 


The 
Sedalia water board 
opened bids to replace various 
doors and windows and also 
cabinets at its regular meeting 
Wednesday night. 
Weikal Cabinet Shop was 
awarded the cabinet job over 
the 
higher bidder. Buddy’s 
Cabinets. 
Two bidders on the doors and 
windows, Fingland’s Glass Co. 
and Dugan’s Wallpaper and 
Paint Co., w ill receive further 
consideration due to changes in 
job specifications. 
A repaired pump recently 
returned from California is 
currently being used to lower 
the water level in one of the 
reservoirs. It was reported that 
the reservoir is in need of 
repair. 
Several other pumps found in 
need of service are still in 
Kansas City. ^ 
R 


GIVES YOU 
QUALITY and SERVICE 
AT N O EXTRA COST! 


No otb«r pharmacy in Sadalia prices prescriptions 
lower thon Warren's Phormocy— and you get all 
thoso oxtro sorvko bonofits 


• Drive-Up Window 
• Chorge Accounts 
o Family Rx Record 
o Delivery Service 


Wo concontrato all our offorts on compounding 
and dispensing proscriptions, hocilth-aids and 
sickroom noods. 


• Fr«« Mailing of Rx'* 


PRESCRIPTION SHOP 
' 
Phono 826 -1878 
212 S. Ohio 
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Weary From War 


A weary Gl rests, his head on his knees, 
while mortar raids on suspected enemy 
positions continue at landing zone 


Capital 
Farmers 
Protest 


JEFFERSON CITY (AP) - 
So me 4 0 0 memb ers o f th e Na­ 
tio n al 
Farmers Org an izatio n 
met o n th e step s o f th e Misso u ri 
cap ital Wed n esd ay . 
Th ey h eld alo ft p lacard s d ecl­ 
arin g th eir rig h t to set farm 
p ro d u ct p rices. On e, a p in k 
card b o ard p ig , d eclared , “n o 
p ay , n o p ig .” 
Do n Hill, Leb a­ 
n o n , Mo ., state p resid en t, said 
h e was g ettin g h alf as mu ch fo r 
h is p ig s as h e d id a y ear ag o 
b u t th e p o rk co n su mer is n o t 
b en efittin g fro m it. 
Th e n atio n al v ice p resid en t o f 
th e NFO, Erh ard t Pfin g sto n o f 
Sarg en t Blu ff, Io wa, to ld listen ­ 
ers, “Yo u h av e th e p o wer o f 
p ro d u ctio n an d y o u can tu rn it 
o ff if y o n wan t to .” 
Th e 
NFO 
memb ers 
ap ­ 
p lau d ed th e Misso u ri Sen ate fo r 
h av in g ad v an ced a b ill o n ly a 
co u p le h o u rs earlier wh ich 
wo u ld ex emp t th em fro m an ti­ 
tru st laws 
After b rief sp eech es fro m Hill 
an d Pfin g sto n , th e d emo n stra­ 
to rs p ick ed u p th eir sig n s an d 
p lacard s an d started to ward 
h o me. 


"Hotlips” in South Vietnam between 
Fire Bases O'Reilly and Ripcord, about 
six miles west of the A Shou Valley. 
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The Caltey Story— V 


Details of the Massacre Were Slow Getting to the Public 


By ARTHUR EVERETT a nd 
KATHRYN J OHNSON a nd 
HARRY F. ROSENTHAL 
Aa a o da ted Prca i Writen 


Henh said he tried to get the 
story published in two mass cir­ 
culation magazines. They wer­ 
en't interested. He turned to a 
fledgling organization, Dispatch 
News Service. The story was of­ 
fered to 50 newspapers for |100 
each and more than 30 pub­ 
lished it the next day. It started 
a sequence that brought to light 
more and more details. 
As the din rose, the Army on 
Nov. 21 addres.sed a memoran­ 
dum to members of Congress on 
the "alleged murder of noncom­ 
batant civilians in the hamlet of 
My Lai, Republic of Vietnam." 
Some members of Congress 
were given private briefings. On 
Nov. 24, Rivers announced from 
the floor of the House of Repre 
sentatives that the Armed Serv­ 
ices Investigating subcommittee 
had a.sked the Army to furnish 
all the information at hand At 
Ft. Benning, the same day, Maj. 
Gen. Orwin C. Talbott, in a 
"memorandum for correspond­ 
ents,” announced Calley would 
be tried by a general court-mar­ 
tial for premeditated murder 
and "this case will be tried as a 
capital offense." Talbott’s me­ 
morandum detailed the specifi­ 
cations, and announced the ap­ 
pointment of then Lt. Col. Reid 
W. Kennedy as trial judge. 
President Nixon’s press secre­ 
tary, Ronald L. Ziegler, on Nov. 
26, acknowledged the White 
House had known of the allega- 
tioas for several months. Steps, 
he said "will be taken that the 
illegal and immoral conduct as 
alleged, be dealt with in accord­ 
ance with the strict rules of mil­ 
itary justice ... This incident 
should not be allowed to reflect 
upon some million and a quar­ 
ter young Americans who have 
now returned to the United 
States after having served in 
Vietnam with great courage and 
distinction," said Ziegler. 
An hour later. Secretary of 
the Army Stanley R. Resor out­ 
lined before members of Con­ 
gress what the Army knew 
about My Lai. He called the 
events at My Lai "appalling" 
and said they were "abhorrent 
to the conscience of all the 
American people.” 


★ ★ ♦ 
On Nov. 26, 1969, a directive 
went to Lt. Gen. William R. 
Peers "to explore the nature 
and the scope of the original 
U.S. Army investigations of the 
alleged My Lai 4 incident ... 
Your investigation will include a 
determination of the adequacy 
of the investigations or inquiries 
on this subject, their subsequent 
reviews and reports within the 
chain of command, and possible 
suppression or withholding of in­ 
formation by persons involved 
in the iiK'ident...’’ 
The "ongoing criminal inves­ 
tigations" were reaching con 
elusions. On Oct. 28, the Army 
had charged S.Sgt. David Mitch­ 
ell with assault with intent to 
murder 30 people. Mitchell was 
one of Calley's two squad lead­ 
ers. On Nov. 17, Sgt. Charles E. 
Hutto, a member of the 2nd Pla­ 
toon of Charlie Company was 
charged with murder, rape and 
assault with intent to murder 
six at My Lai. 
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Then, charges followed in rap­ 
id succession until 13 soldiers, 
all veterans of My Lai, stood ac­ 
cused. 
Eventually the Army would 
try Mitchell and Hutto and find 
them innocent and drop the 
charges against all the other en­ 
listed men and Capt Thomas K. 
Willingham, commander of Bra­ 
vo Company. 
An independent investigation 
of the House Subcommittee con­ 
cluded: "There is no question 
but that a tragedy of major pro- 
rtions 
involving 
unarmed 
ietnamese, not in uniform, oc­ 
curred at My Lai 4." 
By this time the Peers group 
finished its probe. 
Its report created a sensation 
—14 officers of the United States 
Army, including Maj. Cjlen. Kos­ 
ter and Brig. Gen. Young, were 
charged with military violations 
ranging from dereliction of duty 
to false swearing. 
In June and July, some three 
months after the charges were 
announced, the Army dismissed 
those that had b^n levied 
against six, including Young. In 
the following months, six more 
—including K o s t e r —we r e 
cleared. 


★ ♦ ★ 
Only one man faced trial. Col. 
Henderson was scheduled to be 
court-martialed at Ft. Meade. 
Md. on charges that he "willful­ 
ly failed to conduct a proper 
and thorough investigation" of 
My Lai. Henderson complained 
that some officers representing 
the government and other offi­ 
cials within the Department of 
the Army intentionally ham­ 
pered and impaired my ability 
to present my side of the case 
by obstructionist tactics ... "I 
looked into the My Lai opera­ 
tion," he said, "to the extent 
which I felt to be required." 
But what happened in that 
distant hamlet in a distant war 
was still a matter of contention. 
Many who were there had told 
their stories. They had conflict­ 
ed. But some of the differences 
were too great. Some one would 
have to be believed and some­ 
one else not. 
It was these varying stories 
that brought Lt. Calley to Build­ 
ing No. 5 at Ft. Benning. Ga.. 
the base they call "The Home of 
the Infantry," its symbol a blue 
shield with an upraised bayonet 
and the words "Follow Me.” 
The 
court-martial 
opened 
Nov. 12. 1970, the day after Ve­ 
terans Day. a pleasant late fall 
morning. At 9:12 a.m. the trial 
formally opened with a listing of 


prospective witnesses. Then be­ 
gan the selection of jurors from 
among officers stationed at Ben­ 
ning. 
It was at Building No 5 that 
the many stories of whiit Calley 
and others did that March 16, 
1968, at My Lai 4 were brought 
for judgment They were not 
pleasant, many of them, but 
they were to tell finally the 
most complete, often conflict­ 
ing, account of what by then 
was called the My I^i Massa­ 
cre. 


★ ★ ♦ 


The trial of William Calley 
was to be a contest between two 
unlikely adversaries: an elderly 
Mormon with a distinguished le­ 
gal and military career behind 
him and a young, bright cap­ 
tain, scarcely older than Calley, 
whose career lay ahead of him. 
These were the chief attorneys 
for the defense and the govern­ 
ment. 
Presiding over the court-mar­ 
tial was the same Col. Reid 
Kennedy, 
('alley’s 
military 
judge, who marked his 50th 
birthday while the trial was in 
rc*cess for Thanksgiving. A tall, 
trim veteran of World War II 
.service as an enlisted man, he 
wore his steel gray hair closely 
cropped. 
Sitting back in his chair on 
the bench during the trial, 
horned rim glasses on his nose, 
only his head visible, Kennedy 
presented the judicially proper 
picture of wise-owl type of 
judge. His approach was ami­ 
able and low keyed, in and out 
of court. 
Down in the well of the court­ 
room at the defense table was 
George Webster I..atimer, chief 
civilian lawyer for Lt. Calley, a 
man sensitive to seeing his age 
in print. But at 70, he needn’t 
have been. He still had a mili­ 
tarily erect bearing, a quick 
mind and traces of the blond 
handsomeness of his younger 
days. He stood tall and slim. 
He adopted an easy-going 
courtroom style during (’alley’s 
trial, speaking u.sually in such a 
low voice that a special micro­ 
phone was installed for him. 
Latimer’s opponent was ('apt. 
Aubrey M. Daniel III, blond and 
handsome, tough and alert, the 
chief 
prosecutor, 
only 
four 
years out of law school. The 29- 
year-old Daniel methodically 
and carefully prepared the gov­ 
ernment case. His was a moral­ 
istic tone. He constantly repeat­ 
ed the list of victims—"old men, 
women, children ... and ba­ 
bies." 


Outside of court, he was re­ 
laxed, affable, with a wealth of 
background information on his 
chosen field of justice. 
Richard B. Kay, a 52-year-old 
bachelor from (leveland, Ohio, 
served as assistant civilian de- 
fen.se lawyer for (’alley. 
A panel of six officers was to 
sit as jury in the ('alley court- 
martial. They included Col. (Hif- 
ford Ford, 5.3, senior officer and 
t h e r e f o r e foreman; 
Maj. 
Charles McIntosh, 38, who was 
wounded three times in the Ko­ 
rean War and once in Vietnam 
during 20 years in the army; 
Maj Carl Bierbaum, looking 
younger than his .37 years, who 
broke his right leg four months 
before the trial and took his 
place on the jury while still us­ 
ing a cane; Maj. Walter Kinard, 
33, a native of Columbus, Ga.; 
Maj Harvey Brown, 33, from 
Matador, Tex., a man of dark, 
slightly wavy hair and a small 
moustache; and, lowest ranking 
of the six jurors, Capt. Ronald 
J. Salem, 35, tall, dark haired, 
reed-slim, with somewhat ca­ 
daverous facial features. 
Six officers, all decorated, all 
but one a veteran of Vietnam, 
career men, took their seats to 
try that rarest of cases—that of 
their nation charging one of its 
fighting men, one of their own, 
for massacre, the murder of “ at 
least 102 peisons.’’ 


it ir it 


The first witnesses Daniel 
called were largely bit players 
in the massacre of My Lai. 
They 
had 
simply 
walked 
through the hamlet and seen 
bodies. A number of them. 
Rennard Doirws, 23, from 
Fort Worth, Tex., was a mem­ 
ber of Galley’s 1st Platoon. He 
recalled entering My Lai 4 with 
guns firing at livestock and 
dogs. Then the men began tak­ 
ing prisoners from the hooches. 
"Most of them were women, 
children and old men, trying to 
hide." 
He said he gathered 10 or 15 
of the Vietnamese and escorted 
them along the trail to Calley. 
Later he returned. 
"I went over there and looked 
and there was a bunch of dead 
people, about 10 or 15 dead peo­ 
ple. Most of them were little 
kids, babies like, and old wom­ 
en. They were lying there, 
bleeding." 
Charlie Company’s 3rd Pla­ 
toon was led by then 2nd Lt. Jef­ 
frey LaCross of Big Rapids, 
Mich. 
As 
his 
men 
moved 
through the hamlet, he said 
"about four times Capt. Medina 


called and said to make sure to 
take our time, make a thorough 
search and don’t miss anything. 
He said we had guaships over­ 
head and had plenty of time to 
do a good job." 
Normally, LaCross said, his 
platoon would go into a village, 
cordon it off, collect civilians 
and send them to the town well. 
However, at My Lai 4 he had 
about 20 or 30 women and chil­ 
dren and asked Medina by radio 
what to do with them. "He said 
to leave them there and if he 
had time, he would come over 
to talk with them. I called the 
old man because I really didn’t 
know what he wanted done with 
them." 
Sgt. Calvin Hawkins, a 27- 
year-old demolition expert in 
Charlie Company, also noted 
bodies along the trail He told 
an officer they had seemed to 
have been hit by artillery, not 
rifle fire. If so, it had not come 
from Charlie Company’s mortar 
unit. Sgt. Leo Maroney of the 
unit said his position had not re-' 
ceived any fire from the village 
and his mortars had not been 
asked to shoot. 
Gerald Heming, an ex-Gl 
from Jackson, Miss., had also 
seen bodies. Shown a picture, he 
identified it as being of the 
scene he saw. 
How could he be sure it was 
the same? 
"How can you put something 
like that out of your mind '" he 
replied. 


★ ★ ★ 


Ronald Haeberle, the combat 
photographer on the mission, 
saw them. And took pictures, 
pictures that eventually would 
shock the world. Haeberle, 28, 
had landed by helicq)ter with 
Charlie Company and made his 
way into the village until he 
came upon a group of Viet­ 
namese. "It seemed like quite a 
large group of people. I’d esti­ 
mate between 50 and 75. I no­ 
ticed these people squatting in 
the Vietnamese position. I no­ 
ticed about five soldiers. I saw 
three or four people walking. I 
thought nothing of it. Then I 
heard firing and I could see 
some of the people tryir^ to get 
up and run. They just fell down 
again. One woman was trying to 
make it—trying to run—with the 
baby in her arms.” 
Q. Did you see any people left 
standing when the Bring was 
over? 
A. No. I didn’t. 
But. no, said Haeberle, he 
never saw Lt. Calley. 
Sidney Kye, 24. Kansas City, 
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Kan., a rifleman in Calley’s pla­ 
toon, was the 24th witness—and 
testified he had seen Calley in 
My Lai with a smoking M16 ri­ 
fle in his hands. It was after 
Kye that Daniel began to focus 
his inquiry directly on Calley’s 
actions, conduct and behavior. 
The prosecutor next called 
Robert Maples, 22, of Freehold, 
N J.. a farmer machine-gunner 
in Calley’s platoon, who said a 
group of Vietnamese went into 
the ditch. 
• 
“ Was there force applied to 
get people to go in?" asked the 
judge. 
"No," Maples replied, "they 
just went in willingly." 
“ Who told them to go in''" 
"Lt. Calley.” 
He said the lieutenant asked 
him to use his weapon on the 
unarmed men, women and chil­ 
dren. 
Q. Did Lt. Calley ever give 
you an order to shoot into that 
hole? 
A. He did not give me an or­ 
der ... All I can remember is 
him asking for me to use my 
machine gun. I can’t remember 
what else. 
Q. Where was this? 
A. At the ditch. 
Q What did you do? 
A. I refused. 
Q. You can’t remember the 
rest of the conversation'' 
A No 
Q. Were any of these people 
armed? 
A. No. 
Q. Did they offer any resis­ 
tance? 


A. No. 
Q. Was there any hostile fire'' 
A. No. 
Maples also said he saw Cal­ 
ley and Mead lo firing. 
♦ ♦ ★ 


There were a number of wit­ 
nesses who had seen the bodies, 
who had seen Calley in and 
around My Lai 4, who had seen 
him with a rifle in his hand, who 
had seen him aim it. 
But it was five of his former 
Gls from Calley’s platoon whose 
testimony was the crux of Dan­ 
iel’s case. They were Paul 
Meadlo, Charles Sledge, Thom­ 
as Turner, Dennis Conti and 
James Dursi. Col. Kennedy, 
himself, described them as “ ob­ 
viously key witnesses to the 
facts in this case.” 
Meadlo had been a PFC rifle­ 
man at My Lai. He was 23 at 
the time of the trial. He had his 
foot blown off by a land mine 
the day after My Lai. "God pun­ 
ished me the very next morn­ 
ing," he said. 
He told of entering the village 
with the 1st Platoon; "We just 
gathered up pecóle and staried 
leading them to a designated 
area. They were between the 
ages of 30 and 50, the men, 
women " 


Q. Why did you gather the 
people up? 
A, Because we all expected 
them to be Viet Cong, and as far 
as I’m concerned they’re still 
VC. 
Q. What did you do with these 
people? 


A. We led them into a clearing 
in the center of the village. 


Q. How many people did you 
have at this time? 
A. Oh, about 35 or 40. 
Q. What did you do when you 
got there? 
A. What did I do when I got 
there? Just guarded them. 
Q. When did you see Lt. Cal­ 
ley? 
A. When he came up to me 
and said, "You know what to do 
with them Meadlo." I assumed 
he meant guard them, and I 
said yes. 
Q. Did any of them have any 
weapons? 
A. Not that we could observe. 
Meadlo said some of the pris­ 
oners were women with babies 
in their arms. Following his 
original exchange with Cialley, 
Meadlo said the defendant re­ 
turned to the scene. 
"He says, ‘How come they’re 
not dead!’ " Meadlo testified, "1 
said I didn’t know we were sup­ 
posed to kill them. He said. ‘1 
want them dead.’ He told me to 
help him shoot them." 
Q. What did you do? 
A. I helped him shoot them. 
Q. How many magazines did 
Calley use? 
A. Four or five. 
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Hooray for hot pants—the carefree way to look and feel. Pick out sev­ 
eral pairs of tiny shorts in easy-care cotton denims, homespuns, twill 
weaves. Bright and light solids n stripes. Heart applique trims, zip 
fronts, pocket details. Cuffed and fringed legs 7-14. 
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wanted styles. Scoop neck skinny rib knits in white, turquoise, gold. 
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CHARGE IT AT TEMPO! 


Polly' s 
Pointers 


Two W ays to Clean 


Those Rusty Keys 


By PO LLY CRAM ER 
D EAR PO LLY — Myrtle mii?ht try sprinkling two 
tablespoons of oxalic acid crystals (poison) over the rusty key 
and pour a cup of boiling water over them. Leave key in 
solution for awhile. If rust is bad. repeat the treatment if 
necessary. — IRE N E 
DFIAR PO LLY — Myrtle could soak her rusty key in a cola 
drink overnight and then rub the rust off with a piece of fine 
steel wool. Repeat treatment if first try is not completely 
satisfactory. — MRS. J. 0 
Polly’s Problem 
D EAR PO LLY — Recently I saw a poodle 
made with 
I 
strips of rug yarn tied to a clothes hanger and thought it was 
so cute. I would like to make some of these for gifts but 
cannot locate a pattern. Do any of the readers know how to 
make them'’ - M RS T E J 
D EAR PO LLY — My Pet Peeve concerns pajamas. I only 
wear the bottoms as I am sure do millions of other men. so I 
have to throw away the tops as they are not good for anything 
else 1 am sure some manufacturer would do a big business if 
he sold pajama bottoms only, perhaps in packages of three. 
- T (J. R 
DEAR PO LLY — Whenever I fill a prescription for anyone 
in my family I have the druggest print the exact medical 
name of the drug on the label. This information saved my 
child’s life when an unfavorable reaction took place and 
neither the druggist nor physician could be located. I took 
this prescription to the hospital with the child and they were 
able to help him immediately by knowing exactly what drug 
had been taken 
MRS S I 
DEAR PO LLY - My first grader carries his lunch to 
school and had a problem drinking from his thermos bottle 
so I now add a drinking straw and he has a much less messy 
lunch b o x.-M RS C. W M. 
(NEW SPAF’E R E N TE RP RIS E ASvSN .) 


You will receive a dollar if Polly uses your favorite 
homemaking idea, Pet Peeve, Polly’s Problem or solution to 
a problem. Write Polly in care of this newspaper. 
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Club Notes 


WINDSOR 
- Mrs. Charles 
Holmes was hostess recently to 
members of Garden Club No 1 
She was assisted by Mrs. L S 
Kid well and Mrs Wilson Davis 
It was decided to continue the 
"Yard of the Month ” project 
again this year in cooperation 
with Garden Club No 2. Judges 
from out of town will tour the 
town each month and select the 
winner 
It was announced that the 
two Garden Clubs will have a 
flower show May 18 in the 
Fellowship Hall of the Windsor 
United Methodist Church The 
theme for this vear’s show is 


"Missouri 
Reflections” 
All 
amateur 
growers 
in 
the 
community are invited to bring 
specimens and arrangements. 
Tlie show will be opened to 
the public 1 to4 p.m 


Church Notes 


The 
Bunceton 
Church 
Women’s 
Federation 
met 
recently 
at 
the 
Federated 
Church for a luncheon Mrs. F. 
E Filler, president, presided at 
the business meeting 
Mrs C T Nelson gave the 
devotion and committees were 
appointed for various projects. 


Select America' s Junior Miss 


M iss Arlele Stens (center) of W ood lynne, N.J. w as 
crow ned Am erico's Junior M iss at the annual p ag eant in 
M o b ile , A la., W ed nesd ay evening . For her creative and 
p erform ing arts p resentation. M iss Stens d anced to 
"Theme from The A p artm ent." Shown w ith her are the 
runners-up (from left to rig ht) M iss C a ro l Ann Tate, 
Kentucky's 
Junior 
M iss, 
third ; 
M iss 
Kathy AAorris, 


M ississip p i's Junior M iss, first; Janet MiMer, C o lo rad o 's 
Junior M iss, second and M iss Juli Berg , O reg on's Junior 
M iss, fourth. G irls from a ll fifty states com p eted in the 
contest for nearly $1(X),000 in scholarship s. The g irls 
comp ete in five categ ories: creative and p erform ing 
arts, p oise and ap p earance, youth fitness, scholastic 
achievem ent and a p ersonal interview w ith the jud g es. 


(UPl) 


TRY-ME 
wild cherry flavor 
^ 
with Vod ka 
Cha tea ux : 
Fruit 
Flavored 
Vod ka 
J0U 


TV Critic Praises 


Ju n io r Miss P a g e a n t 


Social Calend ar 


Mrs. Russell Rhodes 


Study topics of AAUW for the 
coming year were discussed by 
Mrs. Robert Stockwood. She 
spoke on "This Beleaguered 
E a r th ,” 
M rs. 
Sm ithson 
discussed "A Dollar’s Worth," 
Mrs. Rouchka spoke of "The 
Crises in Public Education” 
and Mrs. Smith told of ideas to 
be 
developed 
in 
"W e 
the 
People ” 


Mrs. Rhodes Named 
AAUW President 


Mrs. 
Russell Rhodes 
was 
installed as president of the 
American 
Association 
of 
University 
Women 
at 
the 
annual spring picnic Monday 
evening at Camp Sacajawea. 
Other officers installed were: 
Mrs. Jack Smith, first vice 
president; Mrs David Rouchka, 
second vice president; 
Mrs. 
Larry Smithson, secretary; Mrs. 
Virgil Kitchen, treasurer and 
Mrs. Bruce Whittier, assistant 
treasurer. 
Mrs. Ned Postéis, outgoing 
president, 
introduced 
Miss 
Robyn Williams, an aspiring 
Am erican 
Field 
Service 
student, and Mohammed Saber 
Tsenzai, present AFS student 
from Afghanistan as guests. 
A chorus of fifth, sixth and 
seventh 
grade 
students 
of 
Hubbard school, accompanied 
by Mrs. Wendell Rayford sang a 
variety of songs in observance 
of national music week. 
Mrs. James McNeil, AF^S 
chairman, announced that the 
exchange student for next year 
will be Miss Maria Consello 
lannini 
of 
Colombia, 
South 
America and she will live with 
Mr. and Mrs. Fred Davis. 


M o th e r's D a y 
W ill C re a te 
P h o n e Lo a d 


Long distance call volumes 
. handled by Southwestern Bell 
• telephone operators in Sedalia 
■' are expected 
to double on 
Mother’s Day over a normal 
Sunday, according to Mrs. Betty 
Pace, chief operator. 
"Last year," Mrs. Pace said, 
"we handled 6,885 long distance 
calls and next Sunday we plan 
to handle even more. ” 
It is estimated that across the 
United States some nine million 
people will place almost 9 
million long distance calls on 
Mother’s Day. 
"Because we anticipate a 
heavier circuit load," Mrs. Pace 
3aid, "customers would be wise 
to call early to avoid peak 
traffic 
periods and 
possible 
delays in getting calls through. ” 
Mrs. Pace listed peak periods 
as between 9 a.m. and noon and 
6 to 10 pm. 
She also suggested placing 
calls throughout the Mother’s 
Day weekend which includes 
Saturday since reduced rates 
are in effect throughout the 
weekend. 
Customers also would be well 
advised to dial their calls direct 
this Sunday, according to Mrs. 
Pace 
"W e 
will 
be 
busy 
Mother’s 
Day.” 
she 
said. 
"Experience has shown it is one 
(rf our most busy days. Dialing 
direct will be faster and cost 
less ’ 
"However, we plan to have 
all available operators on duty 
in Sedalia on Sunday to handle 
person-to-person and other calls 
that can’t be dialed direct," she 
said. 


ByCYN'THIA LO W RY 
A P Television-Radio Writer 


NEW YORK (AP) - Maybe 
it was the long television winter 
of exposure to dramas and ac­ 
tuality pr(^rams showing youth 
in trouble and youth in revolt, 
but the finals of "America’s 
Junior Miss” pageant Wednes­ 
day night were welcome as the 
first daffodils. 
Some of the senior pageants, 
including Miss America, could 
benefit by taking a close look 
at the way the "America’s Jun­ 
ior Miss” program was han­ 
dled 
The NBC hour—and that is 
just about long enough—pre­ 
sented the contestants from the 
50 states—pretty, fresh-faced 
high school seniors ^ho looked 
eager, healthy and their age i|i 
spite of an occasional overdose 
of eye shadow or pancake. 
The program, live from Mo­ 
bile, Ala., opened with a little 
soft-shoe routine by the en­ 
semble. With casual but sure­ 
footed guidance by host Ed 
McMahon, it moved directly to 
the pre-picked 10 semifinalists. 
The question-and-answer ses­ 
sion, for the first time in 
recorded pageant history, was 
sensible. The girls were asked 
how they felt about demonstra­ 
tions. organized religion, wom­ 
en’s lib, pollution, war crime 
trials and capital punishment. 
What is more, most of the an­ 
swers were well-considered and 
mature. 
The demonstrations of talent 
by the five finalists were cut to 


a few minutes each. The girls 
were pretty good. One played 
the organ, another performed 
an original composition on the 
flute. The pageant winner. Miss 
New 
Jersey, 
Arlene 
Stens, 
danced a short solo. 
A little feedback came from 
the public address system at 
the outset and the new Amer­ 
ica’s Junior Miss’ crown was 
too big and kept slipping over 
her ears at the moment of vic­ 
tory, but the whole hour had a 
nice spontaneous quality hith­ 
erto missing from tlKse rituals. 


Informatioii to be used in the 
tod tl calend ar mnit be tamed 
In to tbe women’! ed itor at leait 
four d ays in ad vance of the 
event. Only tbe org airixation’s 
name, time and meeting p lace 
willbensed . 


FRID A Y 


Pettis County Farm Bureau 
Board will meet at 8 p.m at 505 
South Kentucky. 


MONDAY 
Cosmopolitan Junior Worn 
en’s Club will meet at 7:30 p m. 
with Mrs. Richard Parkhurst. 
Route 3. 
Northwest 4-H Club will meet 
at 3:30 p.m. at the Grimes 
Hotel, Hughesville 
X I l^ta Upsilon will meet at 8 


p.m. with Mrs 
West Fourth 
Ed Lyles. 1805 


American War Mothers will 
meet 
at 7:30 pm 
at 
the 
Missouri State Bank. 


In 1925 preacher Billy Sunday 
said "If a minister believes and 
teaches evolution, he is a stink­ 
ing skunk, a hypocrite and a 
liar. ” 


SENIORS 
You and Youi Parontt will 
bo ploasod with Graduation 
Portraits by 
CLASSIC STUDIO 
4tli ot Ktntucky 
124 -IMI 


ull real, all nqht and perfe. tly niixed 
with clear, clear» .ind srouoth Chate.jux 
Vodka Serve y^’ur flavor choice 
nil the rofks Of as a tall cooler 


Try Cherry 
Lime 
Orange... 
and other 
assorted 
true fruit 
flavors in 
"Try-me" 
half-pints, 
tenths, & 5ths. 


C r».»teauK)iuitH ..voi.'(iVo(lt.is VOF’iaof 
Pfopaipd and BoMlod l>v tin* ' Ifai Spnng 
> 
Disiilling Co , t)ivisi(»n of .J.ma's B ftnatn 
Pistillmg ( 
‘ loimont Kv 


Choteoux 


C H E R R V 
F U A V O R E D 
V O D K A r,. 


Chev ro let’s 
Smniner Sa le 


Attention: 
Men and Child ren 
o n. 


A M F M radio or any stereo erjuipinent. 
I )( luxe si-at IxJts. 


While stripe tires. 
\\ lu-el covers 


If you w ant her to 
have the b est. . . 


GIVE HER 
BRENTLON 


When you think of q ual­ 
ity in a hairp iece. . .think 
of Brentlon ... nationally 
ad vertised 
in 
VOGUE 
mag azine. The finest syn­ 
thetics on 
the 
market 
tod ay! 


Give Her A 
GIFT 
RAPPEDI 
GIFT 
ERTIFICATE 
. . .and YOU'LL 


b e g lad YOU d id ! 


from 
SCOO 


Ord er an y Ch ev elle o r Camaro with th ese fo u r 
featu res an d weTl h elp sav e y o u so me mo n ^. 


Our Summer Sale. It ’s a simple sale. 
And it works like this. You simply order 
America’s most ix>pular mid-size car, Chcvelle. 
Or Am erica’s best-looking, best-handling 
six)rtster, Camaro. 
You equip either car with white strii>e 
tires, wheel covers, fleluxe seat belts and 


AM FM radio (or any stereo etpnpmenl). 
Do this 
;ind we’ll help save you siime 
money. 
And what’s just as nice, we’ll Ix-lnJping you 
save money i)ii two of America’s more jKipuIar 
cars. You get great deals on cars that give you 
more for l(*ss even wlu'n they’re not on sale. 


lyxcej)t now they arc on sale, and flnring 
M ay and June 
the two months more ix'ople 
buy cars anyway. Which isn’t the most 
hkelv w;iy of doing business. 
Bnf then, "Piifling y»>n lirsf" (ioesn’t 
mean doing things from our ixiint of view. 
It means doing them Iroin yours. 


NO MONEY 
D O W N - 
90 


. A 
v w m n -■ 
Wu' 


DAYS 
PAY! 
TO 


Hours: 


Frid ny VltJO 108 West 5th, 
Sedolio 
Ch ev ro let 


Huck'hnu \f>nr siat ami shaiildi r bells is an idea you can lire mlb. 
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Youth Participate 


Honors Band Organized 


First for SedoHo 


Britt 
Bernard, 
public 
school 
music 
instructor, runs through the songs which 
his newly organized honors bond will 
ploy in concert M ay 20. The band 


consists of outstanding elementary and 
junior high musicians, and is the first of 
its kind for Sedalia young people 


(Democrat Capital Photo) 


A newly organized honors 
band IS the first of its kind in 
Sedalia Composed of the most 
outstanding 
elementary 
and 
junior high .student musicians, 
this 
band 
was 
created 
m 
February 
by Britt 
Bernard, 
public school music instructor 
According to Bernard, one of 
the 
basic 
purposes 
of 
the 


organization is to expos<* thesr* 
young musicians to a variety of 
band literature, both sr*rious 
and mrKlern, which offers a 
challenge to their abilities 
“ I feel the band is very 
important.” said Flernard “ It 
offers 
the 
s t u d e n t s 
the 
exfierience of rehearsing and 
working together on a carefully 


Long Reach 


The trombones hit just the right note during rehearsal 
of one of the modern numbers the honors band will 
perform for the public. Both contemporary and old 
time favorites will be played by the group. (Democrat- 
Capital Photo) 


selecterl 
group 
of 
musical 
numbers 
Rehearsals such as 
these are a laboratory in self- 
di.sciplim^ and government.” he 
continued 
The group of approximately 
100 
students, 
who 
were 
recom m ended 
by 
th eir 
instructors, has been rehearsing 
once a week at Heber Hunt 
Sch(H)l 
since 
F'ebruary 
All 
elementary .schools 
in 
the 
district are represented, and a 
smaller number of junior high 
students also participate 
To follow up the hours of 
rehearsing, 
the 
band 
will 
present a public concert at 7:30 
p m 
May 20 in the Smith- 
Cotton High School auditorium 
"This 
experience,” 
said 
Bernard, “ is not to take the 
place 
of, 
but 
rather 
to 
stren g th en 
the 
school 
orchestras.” 
Bernard, a graduate of Smith- 
Cotton High f^hool, served four 
years in the Navy Band and 
attended 
San 
Diego 
State 
College where he received both 
his 
Bachelors 
and 
Masters 
degrees in music education He 
returned to Sedalia two years 
ago after teaching in San Diego 
for .several years. 
“ It is my hope,” stressed 
Bernard, “ that this band will 
provide 
incentive 
for 
other 
students to participate in a 
public school music program, 
and I hope it will further the 
cause of music not only in 
Sedalia 
but 
also 
in 
the 
American community ” 


Honored Wifb Ring 


Miss Linda Huhman, daughter of Mr. 
ar>d Mrs. William Huhman, 1628 South 
Barrett, admires a specially made ring 
presented to her by James Reed, right, 
at the annual Sacred Heart Athletic 


Concert Presented 


SW EET SPRIN G S 
- 
St 
Paul’s College and College High 
Concert 
Band 
of Concordia 
presented a program under the 
direction of William L. Gasau at 
Sweet Springs R-7 High School 
last Thursday. 


BRIDES 


Art tv M nwrt btoutiful in 


Wtééinq f icturts at 
FINE ART STUDIO 


Banquet. Miss Huhman received the Va 
carat diamond ring from Reed and 
Sons Jewelers when she was named 
outstanding senior of Sacred Heart 
High School. (Democrat-Capital Photo) 


Student Reports 


Miss 
Sara 
Jane 
Studer, 
daughter of Mr. and Mrs Lester 
L. 
Studer. Jr., 
2721 
South 
Kentucky, received the Pi Delta 
Epsilon Journalism Scholarship 


Factory Rebuilt 
Sfi49 
SHOCK ABSORBERS 
i 
New Skeck Warreiityl (lestaU. AvaMekle) 
BROADWAY & LAMIHE PHILLIPS 66 
SERVICE STATIOH 
121 EAST •R0ADWAY4 24 .f7IS-SEDALIA 


Boy Scoufs 


To Assault 


The Ozarks 


The Boy Scouts of America. 
Lake of the Ozarks Council, 
with the support of the U S 
Army, will conduct “ Operation 
Good Turn,” Friday through 
Sunday, in support of a nation 
wide scouting effort known as 
Project 
SOAR 
(Save 
Our 
American 
Resources) 
The 
project 
will 
consist 
of 
an 
amphibious a.ssault on trash on 
the beaches of the Lake of the 
Ozarks State Park 
Scout as.sault groups will go 
ashore after being transported 
by boats to various beaches and 
wipe 
out all trash on 
the 
waterfronts Base camp for this 
operation, which will coasist of 
fj(M) scouts and their leaders, will 
be 
the 
Ft 
Leonard 
WiKid 
Recreational Area off Highway 
54 south of Camdenton and on 
State Road A 
The objective of “ Operation 
(i(K)d Turn” is to clear all trash 
and debris from a IHV70 mile 
area of lake walerfrt>nt 
The Army will provide men. 
boats an<l motors for th«' scouts. 
an<l oth«*r a.ssi.stance will come 
from local resort owners who 
will also provide their boats and 
manpower 
('o-chairman of th«’ event are 
F*aul Plank. Kldon. Richard 
Schroeder. California and Max 
Middleton. Versailles .All three 
are state conservation ag<L’nts 
A 
campfire 
will 
be 
held 
Saturday 
night 
and 
F’roject 
SOAR patched will be presented 
to the participants 


Student Films To Show New Outlook 


The State Fair Community 
College artist and lecture series 
IS sponsoring 26 student-made 
films in two programs which 
will be shown at 8 p m Monday 
and Wednesilay at the Smitlv 
('otton High School auditorium. 
None of tfie films have been 
shown theatrically 
However, 
they have been rated high at the 
Kiiropean an<l .American film 
festivals 
According to Douglass Freed, 
art instructtir at the college and 
chairman in charge of the series 
here. “ The films represent the 
best works of student film 
makers 
at 
s<‘veral 
colleges, 
universities an<1 art .schools. 
The 
series 
has 
been 
constructed 
by 
Universal 
Kinetic, 
the 
non theatrical 
division 
of 
Universal 
City 
S tu di os , 
a 
H o l l y w o o d 
establishment 
This “ Take One-Student Film 
Series” provides a different air 
to filming through the use of 
p e r s o n a l 
e x p e r i e n c e s , 
animation and humor 


Will Defend Title 


COl.U.vlBlA, Mo lA I’i 
Ne- 
itsho will defend its title and try 
for its third consecutive cham­ 
pionship 
Saturday 
when 
18 
sLite high sch<K)l debate teams 
compete in the annual Missouri 
State High School Activities As­ 
sociation tournament 
Approximately 
175 
debate 
participants and speakers from 
95 high schools will compete in 
events, including public speak­ 
ing. radio speaking, dramatics 
and poetry reading 


4 - H N e w s 


Teen 
4-H 
leaders, college 
students and junior leaders over 
16 years of age should sign up 
now for the camp counselors 
workshop scheduled for Ju ly 5-7 
at Knob Noster State Park, 
accordi!^ to Wesley Whiteside, 
area youth specialist 
These young leaders should 
sign up for the workshop by 
contacting their club leader or 
the 
University 
of 
Missouri 
Extension Center 
Attendance in the workshop 
is limited to young people of 
Pettis. Lafayette, Henry and 
Johnson 
Counties 
who 
are 
interested 
in 
serving 
as 
counselors in Extension and 4-H 
camping prc^rams. All regis­ 
tration must be in by May 
Richard 
Smith, 
recreation 
specialist from Columbia, will 
lead 
the 
workshop, 
and 
participants 
will 
deal 
with 
topics 
of 
camp 
skills, 
emergency programs, and film 
discussions. 
The 
program 
theme is “ Call to Excellence.” 


A community litter pickup 
was the project of the Brown 4- 
H Club at a recent meeting. 
The roadside litter pickup 
covered seven miles, and the 
group met tor a wiener roast at 
the home of their leader, Mrs. 
A. 
A. 
Simon following 
the 
collection Litter loads filled up 
two trucks. 


Grooming was discussed by 
Mrs. Arthur Huff and Robert 
Taylor at the Monday night 
meeting 
of the Quisenberry 
H u stlers 
4-H 
Club 
at 
Quisenberry School. 
A hayride is planned for the 
next meeting of the club June 7 
at the school. 


Highlighting the Smelser 4-H 
Club meeting Sunday was a 
wiener roast for the members 
and their families. 


Field Trip 


Is Taken 


To Airport 


(Democrat-Capital Service) 
SW EET SPRIN G S 
The 
special education class of the 
S w e e t 
S p r i n g s 
R - V I I 
Elementary School made an 
educational field trip to the 
Kansas 
City 
Municipal 
Air 
Terminal and the Liberty War 
Memorial in Kansas City last 
week. 
At the Air Terminal they 
were granted 
permission 
to 
board a TWA Boeing 707 and 
tour 
the 
craft. 
They 
also 
observed television monitoring 
of scheduling and various other 
details of the terminal. 
Accompanying 
the 
group 
were 
Mrs. 
Geoide 
Forbes, 
principal of the school; Robert 
Poole, 
instructor 
and 
Mrs. 
Kenneth 
Chronister, 
room 
mother. 


I 


Strange Interp retation 


A new look at the world and the 
underworld is given in the University of 
Southern California student made film, 
"A 
Child's 
Introduction 
To 
The 
Cosmos." The firm is one of 26 which 


will be shown free of charge in two 
programs at the Smith-Cotton High 
School auditorium at 8 p.m. Monday 
and Wednesday. 


The business meeting was 
conducted by Carla Jackson, 
president, 
and 
Stephanie 
Schroeder reported on plans for 
the health activities 
At 
dusk, 
the 
Rural 
Life 
Sunday program was led by 
Mrs Robert Knight, leader. 
Participating in the program 
were 
Ja y 
Fowler, 
Ju lie 
Schroeder, Leslie Ann Powell, 
Stephanie 
Schroeder, 
Carla 
Jackson, Beverly Fowler and 
Lester Knight. Daryl Fowler 
played a violin solo, and Lynn 
Runge led group singing. 


Members 
of 
the 
Ringen- 
Brushy 4-H Club enrolled in 
Tricks for Treats food project 
held a party last Thursday for 
their 
mothers 
and 
their 
community leader, Mrs. Donald 
Klein. The party was held at the 
home of Mrs. Klein. 
The group served foods they 
had learned to prepare in this 
project 
M e m b e r s 
c o mp l et i ng 
requirements for the project 
were Janice Bell, Kami Cook, 
Linda 
Goss, 
Donna 
Hart, 
Michael Hart. Ranell Hoehns, 
Jeffrey 
Klein, 
Mary 
Klein, 
Cathy 
Luebbering, 
Debbie 
Luebbering, Diann Luebbering 
and Laura Peters. 


Plans for building a play*area 
in the Otterville community 
were discussed at a recent 
meeting of the Otterville 4-H 
Club 
The sewing I group gave a 
presentation and Kathy Albin 
gave a health report. 
The group decided to pledge 
$50 to the National 4-H Goal, 
and a letter was read thanking 
the club for their contribution 
to the Billy Fry Fund. 
Future 
plans 
include 
a 
skating party May 13 and ob­ 
servance of 4-H Sunday May 16 
at the Tipton Catholic Church 


youth 


ProductionCreates Suspense 


The Seniors of Sacred Heart 
High School have prepared the 
production “ Wait Until Dark,” 
which will be shown at 8 p.m 
Saturday and Sunday nights. 
The play was first performed 
in 1966 on Broadway starring 
Lee Remick and was later made 
into a motion picture. 
The action centers around a 
doll containing two pounds of 
heroin which has fallen into the 
hands of a photc^rapher and his 
blind wife. They are unaware of 
the doll’s contents, but three 
con men who want the heroin 
set out to recover the doll. 
The cast consists of Stacy 
Trotter, the blind wife; John 
M e l v i n , 
the 
h us ba n d 
photographer; Ri^er Schuber, 
Richard Schwalie and James 
Mergen, the three con men; 
Robert Freund 
and 
Darrell 
Cook, 
policemen 
and 
Judy 
Bopp as Susie’s friend, Gloria. 
Mrs. 
William 
Hopkins 
is 
director, 
and 
Bill 
Long 
is 
assistant director. 
The entire set has been built 
by Maurice Hogan, 602 West 
Seventh. 
The production is open to the 
public and will take place in the 
Sacred Heart gymnasium. 


Recital Is Sunday 


Voice students of Mrs. Robert 
Seelen will present a recital at 3 
p.m. Sunday in Hawkins Hall of 
Calvary 
Episcopal 
Church, 
Broadway and Ohio. 
Ten students will participate 
in the recital, which is open to 
the public. 


Drama Rehearsed 


Stacy Trotter, left, who plays the part of a blind 
woman in the Sacred Heart production "W ait Until 
Dark," receives assistance from John Melvin, who 
portrays her husband in the play. Judy Bopp, right, is 
the blind woman's friend in the suspenseful drama. 


Band To Perform At Pageant 


The University of Missouri- 
Rolla band has been selected to 
play in the River Pageant at 
Memphis, Tenn. Saturday as 
part of the Cotton Carnival 
celebration. 
Among members of the band 
attending 
the celebration 
is 


George Cain, son of Mrs. Cline 
Cain, 805 West Broadway. 
In addition to the River 
Pageant appearance, the band 
will present a concert in the 
band shell in Court Square of 
downtown Memphis from 12:30 
to 1:30p.m. Saturday. 


Music 
Appreciation 
Week 
was recognized by Senior Girl 
Scouts of Troqj 375 when they 
presented a song festival Sun­ 
day for women at the State 
Correctional Center for Women 
at Tipton. 
Music week began Sunday, 
and the one hour program 
consisted of Girl Scout songs as 
sung around the camp fire. 
Several 
novelty 
numbers 
were performed and women of 
the center participated in the 
singing. 
Th e 
S c o u t s 
w e r e 
accompanied by their senior 
advisor. Mrs. Bob Fingland and 
troop 
committee 
member. 
M rs.W L Roe. 
Mrs. 
Isabel 
Gamper 
is 
superintendent of the center. 


Girl Scouts from Sedalia, 
Columbia, 
Fulton, Jefferson 
City and Marshall, spent last 
weekend at Camp Pin Oak in 
Lake Ozark State Park, Kaiser, 
Mo. 


Ecology was discussed by 
Charlie 
J o r d a n , 
state 
conservation agent from Knob 
Noster, 
and 
following 
the 
presentation, 
the 
48 
girls 
cleaned 
up the beach area 
around the camp. 


Attending the camp out from 
Sedalia were Debbie Hopkins. 
Patricia Keane, Judy Johnson, 
Rosemary 
Klover. 
Beverly 
Lane, Mrs. Harold Lane, Sammi 
Lea Anderson. Becky Jaeger, 
Gail Woodall and Dawn De 
Haven. 


Award 
at 
a 
recent 
honors 
assembly held in the Charles 
Johnson Theater of the Olive 
DeliUce Fine Arts Building at 
Northwest 
Missouri 
State 
College, Maryville. 


Smith-Cotton Auditorium 


8 P.M. Mon., M ay 10th Program 1 
8 P.M. Wed., M ay 12th Program 3 


Sponsored by State Fair Community College 
Artists A Lectures Series 
FREE to the Public 


AUTO 
LOANS 


UNION SAVINGS BANK 
Ohio ot M ain 
Membor FDIC 
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Ranks of Social Security Expand 


By BRUCE BlOSv SAT 
Wa shing to n Co rrespo ndent 


WASHINGTON - (NF:A) - 
Barring 
the 
u nfo reseen, 
the 
already 
v ast 
SiK’ial 
Secu rity 
p ro g ram 
seems 
set 
o n 
a 
reaso nab ly 
so u nd 
financial 
co u rse 
fo r 
sev eral 
decades 
ahead — ev en tho u g h it is g o ing 
to ex p and eno rmo u sly in that 
time 
To day 
b asic 
retirem ent, 
su rv iv o rs and disab ility b enefits 
u nder So < ial Secu rity g o to 2H. 3 
millio n Americans. By the y ear 
2000, the nu m b er o f recip ients 
may well hav e su rp assed 40 
millio n 
By 2025 , it co u ld b e 
.so mewhere aro u nd 5 5 millio n. 
It is no t simp ly that the 
p o p u latio n is ag ing and there 
are mo re and mo re p eo p le 6 5 
and o v er. Becau se o f health and 
medical adv ances, there are 
g o ing to b e mo re VERY o ld 
p eo p le 
Rig ht 
no w 
it 
is 
estim ated we hav e so me 25 0.000 
p erso ns 
9 0 
and 
o lder, 
and 
aro u nd 15 .000 who are 100 and 
o lder. 


Scholarship 


Presentation 


Is Announced 


Benefit 
p ay ments 
to 
the 
p r e s e nt 
2 6 . 3 
m i l l i o n 
b eneficiaries are clo se to $40 
b illio n 
a 
y ear 
The 
so aring 
nu m b er 
o f 
b eneficiaries 
is 
eno u g h, alo ne, to su p p o rt a 
g u ess that b y the centu ry ’s end. 
the y early b enefit p ay o u t will b e 
aro u nd $75 -80 b illio n. By 2025 , 
the to tal o u g ht to b e in the 
rang e 
o f 
$100-120 
b illio n 
annu ally . 


As these chang es (X'cu r, mo re 
and mo re elderly Americans 
sho u ld 
q u alify 
fo r 
really 
su b stantial retirem ent b enefits. 


hav ing had mo re y ears u nder 
So cial Secu rity . Present retirees 
had neither the ‘‘wo rk credits” 
no r the earning s reco rd to allo w 
drawing b enefits as larg e 
Becau se o f this, ab o u t o ne- 
third o f to day 's 26 .3 millio n 
So cial Secu rity recip ients liv e 
b elo w 
the 
o fficially 
defined 
p o v erty 
lev el 
Ab o u t 
two 
millio n elderly fo lk g et so me 
kind o f relief checks, and o nly a 
mo dest 
p ro p o rtio n 
o f 
these 
p eo p le also g et So cial Secu rity 
aid. 
The p ercentag e o f the elderly 
o n 
w e l f a r e 
d r o p p e d 


dramatically fro m 22 p er cent in 
19 50 to 10 p er cent in 19 6 8, and 
the 
trend 
is 
b eliev ed 
still 
do wnward The p ro sp ect no ted, 
o f 
mo re 
su b stantial 
So cial 
Secu rity b enefits in the y ears to 
co me, sho u ld lift mo re elderly 
p eo p le o u t o f p o v erty . 
.A 
few 
y ears 
ag o 
it 
was 
estim ated S<Kial Secu rity was. 
in additio n, keep ing p erhap s six 
millio n Americans ab o v e the 
p o v erty lev el That fig u re also 
sho u ld b e o n the increa.se 
Nearly a tenth o f tix lay 's 
SiK’ial Secu rity b eneficiaries g et 
ju st 
the 
m inim u m 
b asic 


b enefits 
This 
p ro p o rtio n 
likewise sho u ld decline as mo re 
o f the elderly , b y p ercentag e, 
q u alify fo r sizab le b enefits. 
Perhap s a g o cx l deal mo re 
co u ld b e do ne fo r the elderly 
p o o r thro u g h SiK’ial Secu rity if 
it 
were 
g iv en 
a 
g reater 
“ welfare" co ntent It is in p art 
a 
s t r a i g ht 
g o v e r nm e nt 
a.ssistance p riig ram no w. b u t it 
is still p redo m inantly a p ay -as- 
y o u -g o insu ranc’e p ro g ram and 
tremenilo u s p ressu res ex ist in 
('o ng ress anil elsewhere to keep 
it that way . 
(Nex t: The Bo o kkeeping .) 


NOTICi 
CLEAN-UP WEEK 
STARTS MAY 10th 


Street Dept. Truck Will Follow Garbage Truck 
(Only One Time) 
Have Pick-Up Ready on Your Regular Garbage 
Pick-Up Day. No Return Pick-Ups! 
NO BRUSH - NO ROCKS - NO BUILDING MATERIALS 
VERNON DITTON 
Supt., Street and Sanitation Dept. 


701 East Broadway 


OPEN 9 A.M. - 10 P.M., 
SUNDAY 10 A.M.. 7 P.M. 
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HARD TOP 


Miss Katherine Su e Benner, 
dau g hter o f Mr. and Mrs. R. E. 
Benner, 23 3 0 West Third, has 
b een awarded a scho larship to 
the Univ ersity o f Chicag o b y Dr. 
T. J. No rris, su p erintendent o f 
scho o ls. 
The fu ll fo u r-y ear scho larship 
to the u niv ersity is the to p 
financial award g iv en at S-C. 
Dr. No rris selects a stu dent to 
receiv e it each y ear. 
Miss 
Benner, a 
senio r at 
Smith-Co tto n, will attend the 
u niv ersity nex t fall, majo ring in 
p sy cho lo g y . She has b een activ e 
in deb ate and the Natio nal 
Ho no r So ciety in hig h scho o l. 


Baseball First!!! 


BLOOMINGTON, Ind. (AP) 
— The o fficial v o te co u nt in 
Tu esday ’s p rim ary electio n was 
delay ed ab o u t two ho u rs while 
a g ro u p o f Little Leag u e b ase­ 
b all p lay ers selected team s fo r 
the co ming su m m er seaso n. 
The 
co u nty 
co mmissio ners 
are req u ired to fu rnish a ro o m 
fo r v o te tab u latio ns at the co u n­ 
try co u rtho u se o n electio n day . 
Bu t so meb cx ly ap p arently fo r­ 
g o t to m ark the calendar and 
the Little Leag u ers g o t to the 
ro o m first. 


Hùo à Ftullüdi 
Bt £ asèly 
Fliteru ct Air Wìo m ß v Dnly 
Tfiro u g hOMt Ho o d 


IMPORTED 
STRAW 
HANDBAGS i 
DELUXE 
PORTABLE 
MIXER 


Reo. 
$25.87 


Ftngortip 3-Speed 
Control Switch 
Fush-Eutton Beater 
Elector 
Open Center Chrome- 
Plated Beeters 
Avocado or White 


Reg. 
$3.97 


LnthBr Trims 
Brass Trims 
White, Natural, 
Coffee, Black & 
Two-Tonts 


Reg. 
$14 .77 


UfillT 
MÂKÊ-UP 


M miinD 
irinu n 


MÛOEL HQ-2 A 


^ 
' 


PORTABLE 
HAIR | i|88 
DRYER IH 


. .. Pit! EMlly Over Urgett Rollers 
. 
¿ «.Adjusts to any Headtite 
^ 
r - Convanient "Spot Curl" Attachment 
;* 
• 3 Heat Selactiont plus "Cool" 


NATIONALLY ADVERTISED 
To ^30.00 


The buy of a lifetime! We can't divulge the names 
of these famous manufocturers & deisgners (every 


label hod to be removed) but, you'll 
recognize 
each & every one as a tremendous volue. 


Choose from one or two piece swimsuits in such 
fabrics os Nylon, Spondex • 
Arnel,(^>) Tri-Acetote 
& Cottons. Sheaths, Morllots, Boy Legs, Bikinis 
& Dressmaker styles in group. Solids & Prints. 
Sizes 8 to 18. 
$08 » 


DID YOU 
KNOW? 


That Dem ocrat-Capital new s­ 
paper carriers 
pay 
for 
their 
papers each Saturday. If they 


do not collect from each sub­ 
scriber, they must w ait until 
they receive paym ent to m ake 
their full profit. If a subscriber 
continues to receive the Dem o­ 
crat or Capital beyond the last 
paydate, the new spaper car­ 
rier is paying for the paper and 


trusting the subscriber. 
Only 
by prompt paym ent m ay new s­ 


paper 
carriers 
realize 
their 
full profit each w eek, since 
each carrier pays for your paper 
each w eek— w hether he col­ 
lects from you or not. 


Any subscriber w ho does not 
w ant to pay each w eek m ay 
pay the carrier in advance for 
as m any w eeks as the sub­ 
scriber wishes. 


MISSES & HALF SIZES 
MOTHER'S DAY 
DRESSES 


All 
Washable 
VALUES TO 
S8.9B 


I 
W i 


‘Æ 


THESE FABRICS: 


Polyknits, Whip Creams, Arnel^ Jerseys, Onotucks,^ 
Voiles, DicronsfNo-lron Plaids, Lacy Checks, Kodel^ 
Cottons 
THESE STYLES: 


Tie Fronte, Low Pleaters, Side Bunons, Double 
Breiiteds, Gathered Waisu, Scarf Trims, Rope Belts 
Coat Styles, Novelty Cloiingt, Two Tones 
THESE COLORS; 


Pink, Blue, Maize, Navy, Mint, Btigt, Lilac, White, 


M Î s iË s W lÔ N 
SCOOTER 
SKIRTS 
2 » 


......................... 1 
iI 
;-Ä¥ 
Mm 
M 


$4.00 
Value 


MISSES' NOVELTY 
NYLON 
BIKINIS 
40-Danier Nylon • Hot Pant Cuff 


Assortaci Styles 
Solids & Prints 
Siies:8 to16 


10 —The Seda lia Demo cra t, Thursda y , Ma y 6 ,1 9 7 1 
Las t Effort By D.C. Prote s te rs 


By LE E BYRD 
Asso cia ted Press Writer 


WASHINGTON (AP) - Al­ 
ready tax ed by 12,000 arrests 
this week, antiwar protesters 
today , tu rned toward the Sou th 
Vietnamese Embassy and the 
city jail in their last effort be­ 
fore leav ing the capital's troop- 
gu arded streets in “ tactical re­ 
treat.“ 
Today ’s plans, formu lated by 
May day 
and 
the 
Sou thein 
Christian 
Leadership Confer­ 
ence called for a rally in front 
of the Sou th Vietnamese em ­ 
bassy , and then a .3 0-bIock sy m­ 
bolic march to the city ’s mam 
jail The first ev ent may hav e 
made the second u nnecessary 
It is u nlawfu l to dem oastrate 
near an embassy , and orga­ 
nizers h;id no perm it for the 
march 
Some 1,16 0 of the protesters 
were jailed in a peacefu L bu t 
miliLint rally which closed the 
Capitol Wednesday afterniKin 
and sparked renewed pu blic de­ 
bate ov er tactics employ ed by 
police 
A 
congressman 
was 
among those Claiming to hiv e 
been rou ghed u p by officers 
O ther distu rbances, resu lting 
in abou t 5 0 arrests, were waged 


late Wednesday by dissident 
grou ps which flooded off the 
campu .ses of American Univ er­ 
sity 
and 
the 
Univ ersity 
of 
Mary land to block homebou nd 
traffic on two key roadway s 
For many of the protesters, a 
trip to jail has been the honor 
badge of com m itm ent 
Most 
who m arched to the dcKirstep of 
Congress in W ednesday ’s dem ­ 
onstration hiid v oted before­ 
hand to accept arrest, and the 
mood, at that, was freq u ently 
festiv e with songs and dances 
interspersing the onitory 
Bu t others, inclu ding a few 
sy m pathetic congressmen who 
spoke to the grou p before the 
order to disperse, were not so 
siitisfied Rep Cfu irles Ha ngel, 
D-N.Y., said the Capitol Chief 
of f’olice .lames f’owell’s m u f­ 
fled dem and to clear the area 
may as well hav e been made 
“ in the m en’s room ’’ since few 
heard it 
The arrests were at least de­ 
lay ed u ntil Reps Bella Ahzu g, 
D-N Y.. Ronald Dellu ms. f)-Ca- 
lif., and Barren Mitehell, D- 
M d , 
had 
finished 
their 
speeches They later tried to in­ 
tercede in behalf of the dem on­ 
strators, bu t were ignored 
Althou gh some .'L(KK) persons 


participated in the Capitol dern- 
oastration and some 5,iXK) were 
inv olv ed in the nearby Mary ­ 
land activ ity , it appeared that 
the protest forces were steadily 
diminishing from their strength 
of perhaps 20,000 earlier in the 
week 
The Wednesday flare-u p re 
su ited in new controv ersy abou t 
tr(K)p tactics 
Di*IIu ms siiid one policeman 
stru ck him in the nbs with a 
nightstick when he attem pted 
to protest the arrests 
“They 
didn’t giv e a damn abou t the 
fact I am a congressman I am 
a nigger, and th at’s the way a 
lot of these p« *ople are being 
treated,” he said 
Sen 
Lee Metcalf, I)-Mont , 
said one policeman tried to bar 
him from crossing the Capitol 
parking lot and a scu ffle en 
su ed “This is ou trageou s," he 
declared “ They ’re su pposed 4 o 
be protecting u s. and they don't 
ev en let u s throu gh” 
Rep Charles Rangle, I>-N Y.. 
charged that “ Ev ery thing that 
cou ld 
prov oke 
v iolence 
was 
done This grou p did not tu rn 
off any hix ly 
They cou ld not 
hav e been more pa.ssiv e and 
th<* police cou kln’t hav e b<‘en 
more aggressiv e ’’ 


One congressman. Rep (Í V 
“ Sonny " Montgomery . 1) Mis.s.. 
adm itted pu nching a demon 
strator whom he had ru shed 
Montgomery thou ght he also 
had ripped away part of a Viet 
Cong flag In fact, the banner 
was 
a 
cloth 
copv 
of 
the 
“ f*eople’s IVaee Treaty .” Mon 
day s manu al 
Althou gh the f'apitol's doors 
had been closed tf» the pu blic a> 
the demonstrators- In’gan their 
march a few bIfK’ks away on 
the 
mall, 
both 
Senate 
and 
Hou se 
delifwrately 
stretched 
their scant priKcedmgs for the 
day as if to show thev wou ld 
not he intimidated 


The Hou se condu cted lengthv 
roll call v otes on two minor, 
v irtu ally u nopposed measu res 
one 
congratu lating 
form er 
f*residcnt Harry S Tru man on 
his 87 th birthday 
“ The gov ernment mu st fu nc 
tion and 
will.” 
said 
Scmate 
DemiKTatie Leader Mike Mans 
field Ev en so. the Símate had 
su ch a light schedu le it prol> 


ably wou ldn't hav e met at all if 
it weren't for the dem onstra­ 
tors 
in New York. Sen Edward 
M Kennedy . lUMa.ss,. said that 
the whole arrests and flimsy 
prrnedu res reflected that "the 
adm inistration has adopted a 
peace at any price policy here 
at home ” 
He charged the strategy of 
making mass arrests was “ a 
high lev el political decision” 
Bu t 
thou gh 
pu blished 
ac- 
cou nt.s hav e fix ed mu ch of the 
police strategy at the door of 
the .Ju stice Departm ent. Dis­ 
trict f*oliee ('hief .Jerry V Wil­ 
son insisted Monday that "I 
made 
all 
the 
tactical 
deci­ 
sions “ 
He stressed particu larly that 
the order to su spend the u se of 
field arrest forms “ was mine 
and mine alone 
I took these 
steps becau se I felt safety of 
law abiding 
citizens 
and 
to 
m aintain order in the city .’’ 
T w o m u n i c i pa l ju dges 
Wednesday ordered the 3 82 per­ 
sons be released from cu stody 


N o A g e Limit 


Though mos t of the de mons trators at 
the U. S. Capitol We dne s day we re 
y oung, white and with long hair 
- 
the re we re e x c e ptions . This little g ray ­ 


haire d lady , who gav e he r age os 84 , 
dre w a 
c lus te r of c he e rs from 
the 
antiw ar de mons trators whe n s he was 
arre s te d. (UPl) 


IM MOTHER 
ON 
HER DAY 


Su n day, May 9th 


Fre s h From Our 


Gre e nhous e s or Wire d 


Any whe re ’ 


In the Fre e World 


Dia l 82 6 -40 0 0 


• SPRING BOUQUETS 


• ROSES 


• CARNATIONS 


• CORSAGES 
We hav e a gre e nhous e full of be autiful 
fragrant plants to ple as e Mothe r. Come s e e . 
FRESH BLOOMING PLANTS 


• HYDRANGEAS 
• ROSE BUSHES 
• GERANIUMS 
• PORCH BOXES 
• MUMS 


F L O R A L CO 


®the 1st thru the lOth.. 


1 RUK KVKKY m o n t h ! When y o u ad d to pa ssbo o k [ 
sa v ing s h(*re by the 1 0 th o f the mo nth, y o u 
ea rn ' 
fro m the 1 st. Be mo ney -wise . .. a lwa y s sa v e by 
the 1 0 th a nd ea rn a full mo nth’s return. 
MOTHIiy G SUCCEEDS LIKE SAVING 


PER YEAR 
on Conv e nie nt 
Pas s book Sav ings 
5% 


Quarte rly Div ide nds , Compounde d Daily ! 


" W & ’iB 
FIRST STATE SAVINGS 
ASSO CIATIO N 
Nome Office 
THIRD AT OSAGE 
SEDALIA, MO. 


Bra nc h a n d Age nc y Offic e s : 
Warre ns burg, Clinton, Tipton, Mars hall and Wars aw 


4 t h a n d 
PARK 


r e m e m b e r M 0 T H E R - M A Y 9 m . 
SINGER 
SPRING 
p 


SAVE >20 


$9 9 .9 5 
Fashion Mate* 
s e wing mac hine by 
Singe r. It se ws zig -za g 
Me n d s Da rn s Ma ke s 
b u tto n h o le s An d h a s its 
o wn ca rryin g ca se 
Co me in a n d sa ve ' 
BUY NOW! 
Only at Singer! 
156 
s e w i n g m a c h i n e 


a n d c a b i n e t e e r o h i o a t i i i o s 
a r e o n s a l e ! 
^ 


The Sing er I to 36* Cred it Plan help s you have 
these values now-within vour bud g et 
SINGER 


2 0 9 So. Ohio Downtown, Se dalia 


LAST MINUTE 
MOTHER’S 
DAY 


C sale prices g o o d 
L f I F 1 o THRU SATURDAY 


•A Tr.ide tnark cjf TUf SINGt R COMPANY 
THOMPSON HILLS SHOPPING CENTER 


The Sedalia Democrat. Thursday, May 6,1971—11 


Hollywood Reissues Building 


By BOB THOMAS 


A u o ^ t e d P re s s W r ite r 


HOLLYWOOD (AP) - “ The 
hottest fair in years.” 
“ When a lady is applauded 
by 5o million people, she owes 
them an encore,” 
“ The merger of two great 
box-office hits.” 
These advertising catch-lines 
aim to call attention to current 
attractions on the movie mar­ 
ket; “ Butch Cassidy and the 
Sundance Kid” and “ M-A-S-H” ; 
and “ The Reivers” and “ A 
Man Called Horse.” 
You say those attractions 
don’t 
seem 
very 
current? 
You’re right. 
“ My Fair Lady” was re­ 
leased in 1964, and the others 
are a year or two old. Their re­ 
lease now is part of a relatively 
new phenomenon in movie mar­ 
keting: the reissue. 
Historically, most Hollywood 
films have had but a brief life­ 
time 
in 
the 
theaters—six 
months at the most—then dis­ 
appeared into the vaults. A few 
of the silent tpics—“ Ben-Hur,” 
“ King of Kings,” “ The Big Pa­ 
rade” —received encores in the 
talkie period, augmented by 
musical scores ar^ sound ef­ 
fects. 
University 
once 
reissued 
“ Dracula” and “ Frankenstein” 
on a double-bill years after 


their initial release and made 
more money than the first time 
around. But such reissues were 
exceptional. 
David 0 
Selznick’s “ Gone 
With the Wind” was the first 
film to demonstrate the per­ 
ennial drawing power of a clas­ 
sic. Originally shown in 1939, it 
was brought back in 1941,1942, 
1947,1954 and for the Civil War 
centennial in 1961. 
Then in 1967, MGM released 
“ Gone With the Wind” once 
more, this time in wide screen. 
The reissue brought an as­ 
tounding 130.5 million in domes­ 
tic rentals. $11 million abroad. 
The Disney company has had 
the 
greatest 
success 
with 
reissues. 
“ We’ve put out ‘Snow White’ 
five times, and each time re­ 
turns increase.” observes Dis­ 
ney president, Donn Tatum. 
“ Not only do we gain added 
revenue from the reissues. We 
also tie in each rereleased with 
records, books, merchandise of 
all kinds.” 
This year Disney is rereleas­ 
ing “ 20,000 Leagues Under the 
Sea,” “ Pinocchio” and “ The 
Lady and the Tramp.” all of 
which have been “ rested” for 
about nine years. 
Disney, with its built-in ap­ 
peal to each new generation of 
him goers, has the greatest po­ 
tential for reissues. Other com- 


panies are not as fortunate, but 
some have gold mine classics 
that can be remined. 
MGM has “ Gone With the 
Wind.” Also. “ Dr. Zhivago.’’ 
which has amassed an 180-mil­ 
lion worldwide gross. 
Columbia reissued “ Bridge 
on the River Kwai” and “ The 
Guns of Navarone” with good 
results before sending them to 
television. Now the company is 
bringing back “ Lawrence of 
Arabia.” 
Warner Bros, is now present­ 
ing “ My Fair Lady’’ with con­ 
siderable success. 
“ It seemed as though the 
timing was right for the pic­ 
ture,” observes sales vice pres­ 
ident Leo Greenfield. “ With so 
many X-and R-rated pictures 
on the market—and we’ve had 
our share—we thought the au­ 
diences would welcome a fine 
picture for the whole family.” 
Most film companies are now 
indulging in what is called 
repackaging. 
That 
is. 
com- 


bining two films into a pro­ 
vocative package 
“ The two films must be com­ 
patible.” says James Velde, 
sales vice president of United 
Artists. “ You can put together 
a musical and an action film, 
for example. You play with 
various combinations.’’ 
United Artists found a mint 
by teaming up pairs of James 
Bond films. 
Reissues are splendid devices 
for the film companies, most of 
which are hurting for revenue 
in these trying times Theater 
owners are less enthusiastic, 
preferring to offer new movies. 
But in today’s product-short 
market, they’re willing to go 
along. 


EASTMAN KODAK HNISNINC 
G et the very best 
from your Color film 
at 
LENMER STUDIO 
518 So. Ohio 


Delay Welfare Solutions 


WASHINGTON (AP) - The 
problems of big states with 
large welfare programs are de­ 
laying congressional work on a 
massive S<xial Security-welfare 
measure. 
Chairman Wilbur D. Mills, D- 
Ark., of the House Ways and 
Means Committee told news­ 
men w rious proposals to pro­ 
tect states against increases in 
welfare costs are under dis­ 
cussion, but no decisions have 
been made. 
The committee, he said, still 
is awaiting full cost figures 
from the Department of Health, 
Ekiucation and Welfare. 


Nineteen states pay a higher 
welfare benefit scale than the 
$2,400 for a family of four con­ 
templated in the incomplete 
bill. As welfare rolls, increase, 
these states are in clanger of 
having any savings provided by 
the bill wiped out. A few large 
states, such as New York and 
California, are especially vul­ 
nerable. 


Proposals under considera­ 
tion, Mills said, would involve 
guarantees that such states 
would not have to contribute 


more state funds to maintain 
their programs than they are 
not expending, or at least that 
they would be guarded against 
unforeseen increases. 
He said he still hopes to have 
the bill ready for House action 
before the end of May. 
Mills said its provisions on 
welfare and Medicaid would 
give substantial relief to states, 
but that the cities, with more 
immediate financial troubles, 
would not be helped to the 
same extent. 
However, Mills said, develop­ 
ment of a national health insur­ 
ance system, scheduled for con­ 
sideration this summer, should 
provide additional help. 
Meanwhile, Mills repeated his 
intention of opening hearings 
later this month on President 
Nixon’s revenue sharii^ plan, 
which he opposes, and possible 
alternatives to it. 
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MO TH ER’S DAY PLANTS 
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THOMPSON HILIS SHOPPING CENTER 


Mums 


Hydrangeas 


4 " POTS 


3'' POTS 


GERANIUMS 


6 3 ^ 
36 


BEDDING PLANTS 
COLEUS,MARIGOLD,SALVIA 
23i 


D E T I I M I A C ^ a n y m o r e 
PETUNIAS SELECTIONS 


O R 


GOLDEN VIGORO 
2 4 -4 -8 FERTILIZER 


500C sq. h 
$04 3 
BAG 


OPEN 9-9 MON. thru SAT. 
Acres of Free Parking <a 


A 
B S T R A 
C 
T S O F T I T L E 


Our books furnish complete recorcfs and descriptions of all 


lond and platted tracts in Pettis County, 


T I T L K I N 
S U R A N 
C E 
Issuing Agent for Chicoge Title Insurance Co. 


A B S TR A C TIN G R E C O R D S S IN C E 183 3 
The Landmann Abstract & Title Co. 


112 W est 4th St. Reliable Service for 75 Years. Phone 826-0051 


C e r it e fi 


701 East Broadway 
' 
Sedalia, Mo. 
- OPEN 9 A.M .-9 P.M. 


FRIDAY & 
SATURDAY 
ONLY 


ASSORTMENT OF 
BEDDING 
PLANTS 


9 to a Pok 


( A 


SCOPE 
MOUTHWASH 
Super Size 
24 Oz. 
S|09 


Twici * s met 
SHAMPOO 
and 
CONDITIONER 
S|29 


Box of 100 
ENVELOPES 
Reg. 49< Value 


NOW 


Reg. *1.98 


Boxes 
for 
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Possi ble E ro si o n ? 


Fear For 30 in Landslide Disaster in Quebec 


ST JE A N VTANNEY. Que 
(A P ' — Many of St Jean Via- 
nney's 1,300 people were wateh- 
ing the Staniey Cup hockey fi­ 
nals on television when the 
ground 
began 
giving 
way. 
tumbbng houses into a sea of 
mud 
Forty-two cottages crashed 
down into the crater that wid­ 
ened out late Tuesday night 
Today five bodies had been re 
covered and no hope was held 
for 26 missing persons 
Francois Richard was watch- 


mg the hix'key game when he 
heard shouting and ran '7iKi 
yardN down the street He >aw 
houses falling one by one. drop 
ping “150 feet into nowhere ' 
“ 1 just got the kids and wife 
out of the house in time." he 
s^iid 
An entire street and part of 
Jmothi^r were pulled into the 
grayish mud pit 2,000 feet wide 
and more thiin 100 feet dcn-p 
A 
government 
geologist, 
Jean-Yves f'hangnon, said the 
cave-in may have been caused 


by erosion of '«indy .soil at the 
base of the bluff on which the 
town was hinlt. or by an earth 
tremor Tuesday believed cen 
tered m the area 116 miles 
north of Quebec i'ity He said 
he didn t 
ex[M*ct any more 
slides 
Flut if It rams for two days. 


It could mean trouble." Chan 
gnon .said He explained that a 
lot of ram could shirt sludge 
flowing down the new canyon 
and undercut the nver banks 
elsewhere 


The small river which runs 
through the (rater swept m.ist 
of the houses down the vallev 
to where it joins the Saguenay 
River 
There rescue workers 
probed the dehru? with long 
metal poles in search of bcxJies 
Moncalm Laforge. his preg 
n;int wife and their three chil­ 
dren were m one of the first 
houses to slide into the pit 
Their 
bungalow 
dropped 
more th;m HK) feet and landed 
on a floating mound of earth 
The chunk split and [.aforge’s 


family sank into the mud as if 
hoards, 
anything," 
said 
his 
victims About 70 were pulled 
m quicksand 
He jumpi'd off 
and fought his way to the edge 
of the crater 
He used his brute strength 
by 
pulling 
on anything 
his 
hand'' 
could 
touch 
rcxits. 


mother 
out alive soon after the dis- 
Laforge was hospitalized for aster. Civil defense workers 
shiK’k and was not allowed vis- evacuated almost 1.2(H) persons 
itors 
to shelter centers at nearby 
Screams from the pit helped 
Kenogami and Jonquiere 
guide rescue workers to other 


Looking For Junk 


AVALON. 
Calif 
(Ai’ t 
They scoured the ocean floor 
for junk and found plenty 
cans, bottles, discarded boating 
equipment, even an anchor or 
two. 
About 400 deepsea divers, vol­ 
unteering their time, attempted 
Tuesday to clean up Isthmus 
Bay and its recreational beach 
on Catalina Island off Southern 
California. 
A spokesman said the antipol­ 
lution 
force deposited 
their 
findings on 13 boats chartered 
from 
Los 
Angeles 
sPLasH • sPLasH^''^Las 
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FRIDAY SPECIAL 
Golden Fried 
FISH FILLET 


all you 
can eat 99* 


Served with French Fries, cole slaw, 
hot roll and butter. 


L o n d s H d e D i s a s te r 


The shattered remains of one of the 3 5 homes caught la 
o massive landslide early Wednesday sits on top of the 
mud some 100 feet lower than its former resting place. 


At least 3 0 of the homes were no longer visible from the 
surface, being completely sucked under the ground 


(UPl) 


Brodford House Borgain Bononio 


open Sunday 11 a.m. to 5 p.m. 


STORE HOURS: 9:30 a.m . le 9:00 p.m . M onday thru Saturday 


r y jV T ^ KNOWN rOR VAlUiS 


Stole Fair Shopping Center, 16th & Lim it 


/ 


I 


( f ) 
CD 
-I 
Q. 
( f ) 
m 


X 
CO 
CD 
-I 
CL 
CO 


• 
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CO 
CD 
-I 
CL 
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CO 
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SPLaSH- 


H a p p Y 
/ 
\ 
p r if iT ... 


8 .9 9 & Up! 


Scoop up compliments 
in a pared down 
bikini of quick-drying 
100% acrylic. Added 
attraction: whimsical 
dog-ear bows. Choose 
it in tan-flattering 
wild color combos. 
Sizes 8 to 14. 


\ 
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o ' d a y ^ 
226 S. Ohio Downtown 


JL'T f u r n it u r e w a r e h o u s e , 222 E. 3 rd St., Sedalia, Missouri, herein announces that they are unable to 
negotiate a lease at their 222 E. 3 rd St. location. Thus, all merchandise at that location has been ordered 
sold direct to the public, on a "First Come, First Served" basis. Jet will reopen at a later date at their S. 
Hwy 65 location after it has been enlarged to better serve their customers. 


MAPLE 
BEDROOM 
SUITES 
D retsar, m irror, bed 
a n d chest. 


* 
1 
2 
5 
® 
® 
Som e Bedroom Suites 
at $8 5.0 0 K.D. 


LIVING 
ROOM 
SUITES 


$359 .9 5 to $419 .9 5 
V alues! 
2-Pc., Excellent Q u a lity 
$ 2 9 5 0 0 


Som e as low as 
‘ 8 9 .00 (2-pc ) 


SLEEPER 
SOFAS 


WITH DOUBLE 
OR QUEEN SIZE 
MATTRESSES 
Save 3 0% 
*129 ®® to 
*19 5®® 


HOTPOINT 
REFRIG­ 
ERATORS 


Save 25% to 30% 
From 


^ 5 5 »« .0 
$34300 


O d d Pieces! 
BEDROOM 
FURNITURE 


OOUBlt 
BEDS____ »4 5*" 


4-DRAWER 
CHEST. . . . *28 ®® 


DOUBLE 
DRESSER 
& MIRROR . *48 


$5 ,0 0 0 In v e n to ry o f 


RECHNERS 
Rocking Rechners, 
V ib ra to r - Rechners, 
V ib ra to r 8i H eat Pad 
Rechners 


Vi nyl Covers - C lo th Covers 


FROM: 
*5 9 ®® f 
$1 40 ®® 


0 5 - ’ . 


50 


LAMPS 


' 5 .. *10 


CARPET 


6 Large Rolls 
_ 
NYLON HI-LO LOOP. . ^2e7 5sq.yd. 


$8 .9 5 V alu e! 
t m 
NYLON SHAG 
^4.9 5 sq. yd. 


INDOOR- 
- A 
OUTDOOR.................‘2.40 .,, yd. 


CARPET REMNANTS 
Vz Price 


E-l TERMS! -EVERY ITEM IN STOCK IS NOW MARKED DOWN! 


INNERSPRING MATTRESS & BOX SPRING CLEAN-UP SALE 


WE'VE CLEANED OUT OUR WAREHOUSE OF ALL ODD BOX SPRINGS & INNERSPRING MATTRESSES! 


GROUP 1 
Twin Sixe — Double Size 


Values From $40.00 to $6 0 .0 0 


YOUR 
CHOICE 3 0EACH 


GROUP 2. 
Twin Size-Double Size-Queen 
Values From $6 0 .0 0 to $95 .00! 
00 


Size 


YOUR 
CHOICE: 3 8 EACH 


Some Slightly Soiled 
O N LY: $2 5 .0 0 Each! 


A ll M erchandise M ust Be Rem oved 
From Prem ises W ithin 15 Days 
A fter Purchase! 


BRING 
YOUR 
OWN 
WAGON 
OR 
TRUCKI 


‘VSorry/ . . I\o Free Delivery at These R educed Prices 


$$$$ STOCK OF FINi FURNITURE - CARPET • APPLIANCES 


Phone 8 26 -908 8 


* ^ e r e h o v 
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Brothers Convicted In Theft of Stam ps 


Mind Your Money 


It's All a Matter of Taste 


By P E T E R W E A V E R 


Q What's 
the 
difference 
between American vodka and 
Russian vodka'’ Are there any 
basic 
differences 
between 
American vodka bramfs that 
account for the differences in 
price'’ 
I B . New York. N Y 
A 
The 
main 
difference 
between American vodka and 
Russian vixlka is the claim that 
Russian vodka has some slight 
flavor (sometimes a 
lot 
of 
flavor), while American vodkas, 
by law. are supposed to be 
“ equally 
without 
distinctive 
character, aroma or taste " 
To learn more, I assigned 
reporter Wendy VanBrakle to 
interview 
American 
and 
Russian vodka experts and to 
check with Internal Revenue 
Service which regulates the 
distilling and sale of American 
vodkas Here’s her report: 
Smirnoff 
is 
the 
most 
expensive American brand The 
process for refiltering neutral 
spirits 
and 
the 
name 
was 
purchased 
by Heublein. the 
distiller, 
from 
a 
little 
old 
Russian vodka maker. F’lerre 
Smirnoff. 
The 
filtering 
is 
supposed 
to make Smirnoff 
“ more neutral, more tasteless." 
Curiously, you pay more for 
Russian-sounding 
Smirnoff 
because the company claims it 
has less of an aftertaste, yet you 
pay even more for real Russian 
vodka because it's supposed to 
have 
a 
smooth, 
distinctive 
aftertaste. Connoisseurs claim 
it’s 
difficult 
to 
tell 
the 
difference 
between Smirnoff 
and other American brands, but 
it’s easy to tell the difference 
between American and Russian 
brands 
Russians 
often 
like 
their 
vodka 
flavored 
with 
herbs, 
roots or berries In fact, a brand 
called Pertiovka. flavored with 
red 
peppers, 
was 
Stalin’s 
favorite 


Q—Are raisins washed after 
they go through the drying 
proc’ess’’ I ’ve been using the 
small 
packages 
with 
school 
lunches and 
wonder if 
the 
raisins are really clean Anoth­ 
er question Are butchers allow­ 
ed to add fat to ground meat’’ 
Is the price difference between 


Discuss 
Airport 
Problems 


WICHITA. Kan (AP) - Air­ 
port problems caused by the in­ 
dustry’s rapid growth were dis­ 
cussed at the piinel session of 
the 
33rd 
annual 
Aviation 
Writers Asswiation meeting in 
Wichita Wednesday. 
In sum­ 
ming ^p 
the 
panel’s 
con­ 
clusions, Chester G. Bowers, di­ 
rector of airports service of the 
Federal 
Aviation 
Adminis­ 
tration, said: "W e’re dealing 
with a transportation system 
invented in this century which 
has grown to maturity within 
the span of a lifetime.” 
James M. Davey of the Air­ 
port Managers Council said air­ 
port operators face three basic 
difficulties — airport certifica­ 
tion, environmental aspects and 
finances. 
Top awards of $500 were pre­ 
sented by the association to 
three 
writers 
and 
editors; 
Charles L. Tracy, aviation 
editor of the Cleveland Press, 
was the winner of the James J. 
Strebig Memorial Award spon­ 
sored by Fairchild-Hiller Corp. 
Kenneth F. Weaver, assistant 
editor of the National Geogra­ 
phic Society, received the Rob­ 
ert S. Ball Memorial Award for 
aero-space writing sponsored 
by the Chrysler Corp. 
Charles Spence, vice presi­ 
dent of public relations of the 
Aircraft Owners and Pilot's As­ 
sociation, 
Washington, 
DC., 
was presented the Earl D. Os­ 
born Award for general avia- 
• tion writing. 


Charge of Assault 


For W ebb City M a n 


W E B B CI'fY, Mo. (AP) — 
Wendell Wayne Murray, 21. of 
Webb City, was charged with 
assault with intent to kill fol­ 
lowing an exchange of gunfire 
with 
Jasper 
County 
deputy 
sheriffs Wednesday 
The two deputies. Charles 
Whitlow and Lester York, were 
summoned to an apartment 
house across from police head­ 
quarters after police received 
reports a man with a rifle was 
barring the stairway 
Whitlow said he and his part­ 
ner were fired upon by Murray 
with a .22 caliber rifle Whitlow 
said he fired four volleys from 
a shotgun before he took Mur­ 
ray into custody Murray was 
treated at a hospital for shot­ 
gun wounds but was not se­ 
riously injured 


paying, say, $1 19 a pound and 
98 cents a pound due to t’Te 
difference in fat content ’ 
Mrs 
G M .Pasadena.(’alif 
A 
According 
to the US. 
Department 
of 
Agriculture, 
raisins 
are 
washed 
bet ore 
packaging and are ready to eat 
The 
price 
differences 
in 
ground meat have to do with 
the quality and cut. not the fat 
content If a package is marked 
“ ground beef" then only the fat 
from this particular piece of 
meat is included However, if a 
p a c k a g e 
is 
m a r k e d 
“ hamburger,’’ 
fat 
may 
be 
added 
Inspectors say ground 
meat may not contain more 
than 30 per cent fat 


Q -We are ice fishermen and 
hunters who own .lone hand 
warmers We didn’t mind the 
original price we paid for the 
warmers last winter, but we do 
object to the price of the burner 
replacements we need for use 
next winter (75 cents for the 
small. $1 50 for the large). Is 
there any cheaper way to do 
this’’—A B ,Chicopee. Mass. 
A 
According 
to 
sports 
equipment 
distributors, 
the 
.lone burners and wicks are 
supposed to last for years if 


they’re treated with care Next 
winter, the buyers say. you 
should not touch the wicks with 
your fingers. The oil in your 
skin ruins them 


Q Why is my government 
pension 
considered 
taxable 
income when Scx’ial Security is 
tax 
e x e m p t’’ 
A . J H . , 
Jenkintown. Pa. 


A—Government pensions are 
taxable as income like any other 
pensions If you’re over 65. you 
can get a tax credit on any 
pension income If you’re under 
65. you get a tax credit for 
incom e 
received 
from 
government pensions 


Congress is working on a new 
law which would increase the 
maximum allowable retirement 
income credit from $228 90 to 
$280 80 for single persons and 
from $342.90 to $421 20 for 
married couples. 


(Peter 
Weaver 
welcomes 
questions from readers to be 
used in this column once each 
week, but regrets he cannot 
answer mail personally. Please 
send your questions to him in 
care of this paper) 


Copyright 1971. 
Los Angeles Times 


ST 
LOUIS (AP) - Two 
brothers were convicted in Fed­ 
eral Court Wednesday of bur­ 
glary and theft of $1,194 in post­ 
age stamps from the Middleton. 
Mo.. Post Office 
U S District Judge William 
H Webset set Mav 14 for the 
sentencing of Ray E Evans, 23, 
and Carl D P>ans. 20. both of 
St Louis 
The men were arrested Feb 
24 The robberv t(K)k place Feb 
8 


Maximum 
penalty 
on the 
charge is five years in prison 
and fines of $l().000 on each of 
two counts 
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somethi ng speci al 
FOR MOTHER 


Give Mother a gift 
from Connor-W agoner— 
HER SPECIALTY STORE 
FOR LADIES. 


CERTAINLY IT'S 
Connor- Wrooner 
SIN C E 1S97 


Leo Has . . . 
FREE CARNATIONS 
y 
FOR THE LADIES 
W ith 
Purchase of 5 gal. or more 
DX Gas on Sat., May 8th. 


Our Specialties: 
STOP BY 


• Tune-Ups 
e Quick Service 
e Sparkling Car W ash 


o Free Pick-up and Delivery 


o Servicing Your Car While You Sleep 
e Floor Board Cleaned on the Island 


"'Happy Mot her's Day' 


24 HOUR SERVICE 
HARDIN'S SHOWCASE DX 
818 S. Limit 
826-3814 


%%HIR I'i YOUR CHANCI. 
a 


Treat The Whole Family or Bring M om 
Out As A M other's Day Gesturel — 


FRIDAY, SATURDAY & SUNDAY ONLY! 


- MAY 7TH, 8TH & 9TH. 


...... 


OUR REGULAR 49‘ 


giant 
% 
HAMBURGERS 
3 . 


A Regular 
$1.47 Valuei 


THOMPSON HILLS SHOPPING CENTER 
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SHOP WEEKDAYS 9 to 9 


BIG SAVINGS ON PERSONAL CARE GIFTS - GIHS FOR HER HOME! 


PACESEHER SPECIAL! 
LADY SUNBEAM 
SHAVER 


TOASTER 
A3 MJI 
TIMELY GIFT 
APPLIANCES AT 
PACESEHER SAVINGS! 


Your 
Choice 


9-CUP 
TOASTMASTER 
PERCOLATOR 


Reg. to ^9.88 


RIVAL AUTOMATIC 
CAN OPENER 


45-PIECE 
MELAMINE 
DINNERWARE 


Service for 8 


Wheotfield 


2 Patt«rns 


What a beautiful, practical 
way to serve your family 
and guests Complete 5- 
piece place setting for 8 
plus 
matching serving 
pieces! 
16.Pc. Wh*atfi«ld S«t . .$4.97 


EKCO* COOKWARE 
Gay ceramic finish outside makes cook­ 
ing fun . . . cleanup easy! Use regular 
utensils with no- stick Teflon li coating. 1 
and 2-qt. saucepans, cover; 10" skillet, 
B-qt. Dutch Ovan, coyj^. Use Yewr CferfN 


STAINLESS STEEL 
TRIO SERVER 
CERAMIC LAZY 
SUSAN - SavDl 


Serve salad dress­ 
ings and sauces in 
style W ood-h an ­ 
dled stand, ladles. 


Colorful 
5 c o m - 
partment server 
fo r m e a l s a nd 
snacks Avocado. 


•-PC. Hosnss 
SNACK SET 
•-PIECE 
STEAK SET 


Set of 4 cryttai- 
look plates and 
matching cups, 
ixtra Cups.. . 23c 


Ona-piaca stain- 
lass staal, sarratad 
bladas, hollow 
handia. Gift case. 
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Ca utio n Is Needed 
On Tra iler M ea sure 


The City Co uncil is currently 
co nsidering a new mo bile ho me 
a nd 
tra iler 
o rdina nce 
tha t 
sig nifica ntly ea ses restrictio ns o n 
pla cement o f mo bile ho mes in the 
city . 


The 
mo st 
impo rta nt 
cha ng e 
wo uld permit do uble-width mo bile 
ho mes in residentia l a rea s, where 
prev io usly they were restricted to 
mo bile ho me pa rks. 
Befo re permits co uld be issued, 
ho wev er, it must be sho wn tha t the 
m o b i l e 
h o m e 
c o n f o r m s 
a rchitect ura l ly 
with 
the 
neig hbo rho o d, a nd tha t pro perty 
v a lues wo uld no t be depressed a s a 
result. 
Ano ther new pro v isio n o f the 
pro po sed o rdina nce wo uld permit 
do uble-width 
mo bile 
ho me 
subdiv isio ns, where lo ts co uld be 
so ld just a s they a re no w so ld fo r 
co nv entio na l ho mes. 
The co uncil ha s a lrea dy g iv en the 
pro po sed o rdina nce o ne rea ding , 
a nd is ex pected to v o te a t its nex t 
meeting . 
The 
mea sure 
will 
pro ba bly beco me la w. 


If it do es, the Pla nning a nd 
Zo ning Co mmissio n sho uld mo v e 
with ex treme ca utio n to a v o id 
certa in o bv io us pitfa lls tha t co uld 
result in a g enera l depressio n o f 
pro perty v a lues in the city a nd a 
lo wering o f the liv a hility o f v a rio us 
residentia l a rea s. 


Altho ug h so me peo ple tend to 
dispute it, there IS a difference 
between a mo bile ho me a nd a 
co nv entio na l ho me, a difference 
tha t is immedia tely a ppa rent to the 
ey e, including the ey e o f the 
a ppra iser. 
Achiev ing 
the 
^‘a rchitectura l 
co nfo rmity ” 
the 
o rdina nce requires will ta ke so me 
ima g ina tio n o n the pa rt o f the 
beho lder. 


There is no questio n tha t a 
sev ere ho using pro blem ex ists in 
this co untry , Seda lia included. But 
we sho uld g ua rd a g a inst seeking 
cut-ra te, sho rt-ra ng e so lutio ns to 
tha t pro blem a t the risk o f lo ng ­ 
term 
deterio ra tio n 
o f 
o ur 
residentia l a rea s, which wo uld no t 
be in the best interests o f a ll 
co ncerned. 


X Film s Fa ding ? 


Sa lty mo v ies ha v e a ppa rently lo st 
their bo x -o ffice sa v o r. 
The bo mbing (a s they sa y in 
sho w-biz) o f a number o f X-ra ted 
films a nd the recent success o f 
o thers ra ted fo r g enera l a udiences 
ha s led sev era l co mpa nies to dro p 
sex y films fro m their pro ductio n 
schedules. 
‘‘Permissiv e films mig ht ha v e 
been successful six mo nths a g o , but 
they a ren’t no w,” sa y s Ja mes 
Aubrey , president o f MGM. ‘‘The 
who le co untry ha s underg o ne a 
rema rka ble rev ersa l in ta ste.” 


A cts Tell 


But y o u kno w wha t’s g o ing to 
ha ppen, do n’t y o u? There will be a 
spa te 
o f 
fa mily -ty pe 
mo v ies, 
a ttenda nce will cUmb fo r a while, 
then beg in to fa ll o ff a g a in. Then 
so mebo dy 
will 
bring 
o ut 
a 
sex plo ita tio n film a nd ma ke a 
bundle a nd the cy cle will sta rt a ll 
o v er. 


In fa ct, pro ducers ex pect just 
tha t a nd, ev er willing to plea se, 
ha v e indica ted tha t they a re rea dy 
to swing ba ck to ex plicit sex a s 
so o n a s the public is sa ted with 
who leso meness. 


Is a D o uble Ga me 
Pla y ed By K rem lin? 


By RAYCKOMLEY 


NEA News Analy st 


WASHINGTON (NEA) - In an essay 
written some months before he became 
adv iser to President Nix on on foreign 
affairs, Henry Kissinger su ggested that 
Moscow, in proposing talks on disarm­ 
ament, might possibly u se these ov er­ 
tu res to lu ll the United States into a 
sense of secu rity while the Sov iet Union 
mov ed ahead on some other adv entu re. 
(He fav ored talks nev ertl^less.) 


Americans, 
desiring 
peace and good will, 
wou ld be loath to su s­ 
pect 
a 
Ru ssia 
while 
it was openly and ac­ 
tiv ely seeking better re­ 
lations. 


Under this u mbrella, 
therefore, the Ru ssians 
cou ld make some ag- 
abroad, rapidly ex pand 
their armament, pu ll a Czechoslov akia, 
a Hu ngary or a Cu ba, or spu r on a Middle 
East conflict. 
Now, three y ears later, a nu mber of q u ite 
influ ential men at the Pentagon, the State 
Department and the White Hou se fear that 
this has indeed been the Sov iet tack. 


While Sov iet officials are v ery friendly 
indeed, while Sov iet indiv idu al negotiators 
are, so far as can be told, “sincere” and 
“earnest” in their attitu des at conference 
tables, white the Sov iet gov ernment talks 
ev er 
more 
glowingly 
of 
peace 
and 
cooperation, 
officials 
here 
note 
the 
following v ery real trends; 


—The continu ed su pply of ev er-more- 
sophisticated war eq u ipment to Egy pt, 
de^ite reported u rging by Secretary of 
State William Rogers for an agreement that 
wou ld prohibit both the United States and 
Ru ssia from su pply ing arms to either side. 


This Sov iet su pply has increased in 
q u ality in the past sev eral weeks. 


—The growing ev idence from satellite 
su rv eillance that the Sov iet Union is not 
planning for simple nu clear parity with this 
cou ntry bu t is aiming at su periority . The 
data, 
adm ittedly 
incom plete 
and 
piecemeal, indicates the Ru ssians are 
bu ilding intercontinental missiles in the 
nu mbers and with the accu racy and 
warhead y ields which cou ld giv e them a 
first-strike capability by the middle or late 
197 0s if present trends continu e. 


—The lack of progress in the Strategic 
Arms Limitation Talks (SALT) despite 
what officials here describe as the ability 
and bu sinesslike approach of the Sov iet 
representativ es at these discu ssions. 


25 Years Ago 


Frank Van Dy ke has been appointed to 
the Pettis Cou nty Road Commission for a 
term of fou r y ears... Other members of 
the commission are J. 0. Latimer, James 
Higgins and Willard Wagenknecht. 


40 Y ears Ago 


Ed 
McLau ghlin, 
proprietor 
of 
the 
Hou sehold 
Ex change, 
was 
elected 
president of the Sedalia Retail Credit 
Association, at the regu lar semi-monthly 
meeting at Hotel Bothwell at noon today . 
Other officers elected were: v ice president, 
Roy Wolpott; treasu rer, J. 
Ed Hall, 
secretary , G. V. Jones... 


9 5 Years Ago 


It wou ld be an interesting stu dy for the 
philosopher 
to 
observ e 
the 
different 
classes, and phases of hu manity which are 
presented to v iew on ou r streets. If we only 
had access to the priv ate feelings and 
thou ghts of each indiv idu al, what a v ast 
v ariety of motiv es, pu rposes and emotions 
wou ld we behold. 


r. . 


YOU <30T T| REI> OF WAKHINá THE UttlWOOT 
a iM P»T TOUB WINWW.VOU (WILD $TROa TO THE WNIMS CAR....' 


r 
« 


By JACK ANDERSON 


WASHINGTON 
— 
Administration 
officials hav e been play ing politics with 
some of the most sensitiv e secrets that 
come into the Pentagon 
namely , the 
intelligence 
gleaned 
from 
ou r 
space 
photography . 


The film packets are dropped from spac*e 
ov er the Pacific and snagged ou t of the air 
by Air Force planes The films then are 
analy zed 
by photo ex perts who can 
determine from the adv ance preparations 
that a hole in the grou nd is intended as a 
missile silo 


This 
sa t e l l i t e 
re c onna i s s a nc e 
intelligence, known by the secret code 
name “Tango-Kilo,” is sent to the Special 
Activ ities Office in the Pentagon The 
intelligence is so tightly gu arded that some 
of the Pentagon’s own intelligence analy sts 
can’t get a T-K clearance. 


In fact, Adm. John McCain, the F’acific 
commander, complained last y ear that the 
sev ere 
secu rity 
restrictions 
on 
T-K 
sightings are cau sing an intelligence gap. In 
a message marked for the ey es only of 
Adm. Thomas Moorer, the Joint Chiefs’ 
chairman, McCain pleaded that the men 
who prepare ou r intelligence postu re need 
better access to T-K secrets to av oid 
misinterpretations. 


Yet Defense Secretary Mel Laird and 
CIA chief Richard Helms hav e been giv ing 
ou t selectiv e T-K intelligence to fav orite 
senators to win su pport for the defense 
bu dget. 
They 
hav e 
warned, 
in 
closed-door 
briefings, that the Sov iets are deploy ing 
new monster missiles. This is information 
straight ou t of the su persecret T-K files. 


Satellite 
sightings showed 
that 
the 
Sov iets stopped deploy ing their hu ge, mu lti­ 
warhead !^ 9 missiles at the 300 lev el, then 
started digging ev en bigger silos for the 
monster missiles. More than 40 hu ge holes 
hav e been du g, bu t the new missiles hav e 
neither been tested nor installed. 


Meanwhile, selectiv e T-K information, 
so secret it is sometimes withheld from ou r 
intelligence ex perts, can be leaked to the 
pu blic, apparently , when it su its the 
administration’s pu rposes. 


Hu bert Hu mphrey ’s secret political files 
contain some fascinating assessments of his 
Democratic presidential riv als. 


He made the assessments in 1968 when 
he was choosing a ru nning mate. At least 
two of the men he then considered are now 
try ing to beat him ou t for the 197 2 
presidential nomination. 


We hav e seen the confidential papers, 
which show how Hu mphrey rated Senators 
Ed Mu skie and Cieorge McGov ern in 1968 
Hu mphrey boiled down the case for and 
against each man. 
Ev a lu at ing 
Mu skie, 
Hu mphrey 
su mmarized: 
“Pro: A former gov ernor, a respected 
senator, he is well liked and wou ld appear 
q u alified and fu lly ex perienced. His Polish- 
Catholic backgrou nd cou ld also be helpfu l. 
Poles, who are likely to be in the white 
backlash force, are concentrated in nine 
states, representing 196 electoral v otes, 
ranging from Ohio where they are 1.5 per 
cent of the popu lation to Connecticu t 
where they are 4.7 per cent of the 
popu lation (Connecticu t, New York, New 
Jersey , Illinois, Michigan, Pennsy lv ania, 
^ Massachu setts, Wisconsin,Ohio). 


M erry-Go-R ound 


Sa tellite Pictures 
Are Po litica l Pa wns 


“Con; Does he show enou gh energy and 
other attribu tes of genu ine leadership?” 


Rating McGov ern, Hu mphrey wrote: 
“Pro: His peace identification and Ken­ 
nedy relationship wou ld attract some 
Kennedy su pporter and heal some Vietnam 
political wou nds. 
“Con; 
He 
is 
u nknown, 
does 
not 
commu nicate 
strength 
or 
leadership 
capacity ” 


Dru gs at My Lai? — There were ru mors 
th^t some of the soldiers who gu nned down 
women and children at My Lai were high 
on dru gs. A stu dy of addiction in the 
Americal div ision, which was responsible 
for the My Lai massacre, was completed in 
September, 197 0, 18 months after the 
massacre. This made no attempt to show 
the relationship between the u se of dru gs 
and the killings. Bu t it declared shockingly ; 
“Dru gs represent a real problem for a 
combat u nit. Approx imately 5 per cent of 
the div ision are in reality addicts.” This 
contradicts the official Pentagon line that 
the dru g problem hasn’t affected combat. 


Nix on Aide’s Disability — President 
Nix on was irritated ov er a press conference 
q u estion last week abou t Lt. Jonathan 
Rose who has been on loan to the White 
Hou se for two y ears, thu s av oiding activ e 
military du ty . Rose happens to be the son 


of H. Chapman Rose, a Nix on friend and 
GOP fu nd raiser. The President ex plained 
that tlK 
lieu tenant 
“has a phy sical 
disability , an inju ry to his shou lder, which 
disq u alifies him frcmi activ e combat du ty .” 
This disability , howev er, doesn’t keep him 
from play ing tennis and sq u ash at the 
White Hou se. When we asked y ou ng Rose 
abou t this, he ex plained that he has a 
dislocatabte left shou lder. This, he said, 
doesn’t interfere with his tennis and 
sq u ash, which he play s with his right hand. 


Raiford Reaction — When we eiq >osed 
how gu ards at Florida’s Raiford prison 
shotgu nned demonstrating prisoners, there 
were cries of ou trage from corrections 
director Lou ie Wainwright. At least one 
Florida paper refu sed to print the colu mn. 
Now Wainwright has admitted his tru sted 
lieu tenant at Raiford, R. P. McLendon, 
fired tear gas into the inmates cau sing 
them to scatter. Some mov ed toward the 
fence, which prov oked the shotgu n blasts. 
Bu t Wainwright has also acknowledged 
some inmates were shotgu nned white they 
lay passiv ely on the grou nd, as we 
reported. James Bax , Florida’s boss of 
rehabilitativ e serv ices, has called for the 
su spension of top prison officials, inclu ding 
Warden Don Hassfu rder and two 
oi 
Hassfu rder’s aides. The FBI, meanwhile, is 
inv estigating. FBI agents called on u s 
sev eral weeks ago for ou r ev idence that the 
shotgu n attack was u nprov oked. 


BERRY’S WORLR 


© 1971 kj HtA. In« . 


"But, my dear, if y ou pía n the we dding for J une 1 2, 
y ou'll be c ompe ting for s pa c e with Tric ia a nd idw a rd!" 


B usinees M irror 
Ex ecutiv e 
‘Recessio n’ 
Is Ea sing 


By JOHN CUNNIFF 
AP Bu Naett Aaaly x t 


NEW YORK (AP) - Ev idence mou nts 
that the middle management recession is 
easing. Help-wanted ads are beginning to 
grow in v olu me, and su rv ey s show that 
ex ecu tiv e appointments are increasing 
again after a y ear of cu tbacks. 


'This means that personal pressu res are 
lifting also. Du ring 197 0, for the first time 
in their liv es, many ex ecu tiv es in the 
$15,000-and-u p category felt frightened, 
threatened, insecu re. 


They were ill-prepared for the recession. 
For y ears they had ex perienced the 
comfort of being well fed, hou sed and 
clothed. Their job was their identity . They 
felt settled in their comfortable su bu rban 
life sty le. 


Bu t when profits fell their companies 
cou ld not reciprocate their loy alty . As the 
recession deepened, many of these men 
were cu t loose. They were not, as they had 
believ ed, indispensable. They were ex ­ 
pendable. 


The market now appears to be changing. 
A stu dy by Wy tmar & Co., an ex ecu tiv e re­ 
cru iter, shows ex ecu tiv e appointments 
rose 6 per cent in the first q u arter of 1971 
ov er the final three months of 197 0. 


The gains were especially sharp in 
m a nu f a c t u r i ng , 
f i na nc i a l 
and 
administrativ e categories, at 25, 21 and 19 
per cent respectiv ely . The general man­ 
agement category showed no gain. 


Now that the worst may be ov er, the 
q u estions arise: Will they be the same? 
Hav e they teamed? Do they know how to 
better protect themselv es? 


Another recru iter, Kieman & Co., 
su rv ey ed 400 ex ecu tiv es whose names had 
appeared in its files for one reason or an­ 
other. It fou nd su btle bu t important 
changes, a more realistic, less romantic 
v iew of themselv es and their jobs. 


Some were bitter. “I will nev er try to 
get a job as su ch again. I hav e seen the 
light. I hav e gone into my own bu siness. I 
am 
not 
bitter, ju st disappointed 
in 
American indu stry and mu st fend for 
my self,” wrote one. 


Bu t that was more the ex ception. 
Rather than becoming cy nical, most 
seemed to hav e come throu gh the recession 
wary , su spiciou s, concerned. 


Indications are that they are less likely to 
change jobs, becau se of the insecu rity in- 
- v olv ed, bu t also less inclined to giv e their 
entire 
loy alty 
to 
their 
present 
employ ers—a stance of creativ e cau tion. 


The respondents were u nu su ally frank. 
A few y ears ago it was standard for an 
applicant to list as his first job r^u ire- 
ment “the opportu nity ,” said the Kieman 
man. He wanted to show he had the ability , 
the confidence. 


“It was bad form to pu t money first,” he 
said. Bu t no longer. The respondents listed 
it as the most important consideration, 
followed by “job opportu nity ” and “job 
challenge.” 


The 
replies 
also 
tended 
to show 
ex ecu tiv es were less interested in the mad 
dash to the top at all costs and instead were 
seeking a better balance in their liv es, with 
less dependency u pon the company . 


It was detected, for ex ample, that white 
the respondents were still interested in 
mov ing into better jobs with other com­ 
panies, they were less inclined to risk 
taking their families into strange areas and 
new situ ations. 


Edito r’s Ma i] 


Sev eral weeks ago, we were cau ght u p in 
a stealing, bu rning, and destru ction of ou r 
picku p tru ck. Du e to this sev eral y ou ng 
su bjects were brou ght into the Halls of 
Ju stice. Ev en thou gh we were one and one 
half months withou t transportation, and 
was told that it wou ld cost sev eral hu ndred 
dollars more than ou r insu rance allowed to 
replace ou r tru ck, that it wou ld be too 
mu ch to send these y ou ng ju v eniles down 
the road to ju stice, becau se it was not, so to 
speak, “good enou gh env ironment as they 
were accu stomed to,” so they were 
retu rned to the distu rbed parents and told 
to be good boy s. 


Well and good for the Cou rts (A Ju stice, 
bu t 
what 
abou t 
the » distu rbed 
and 
fru strated property owner? Why can’t we 
be told why these y ou ng men did this to ou r 
property ? The owner is su pposed to be 
content with the boy s receiv ing a sev ere 
reprimand from the ju dge and hopefu lly ' 
hope that this won’t happen again to his 
property . 
Why can’t these so called first offenden, 
(with the help of the ju dges) be sentenced 
for the nex t whatev er, to help clean u p, fix 
u p, or bu ild, some of the things they lu iv e 
destroy ed? I’ll bet that a y ou ng man or 
y ou ng woman that had all the strength and 
energy that it took to beat u p and tear u p 
all that we hav e read abou t, that, after a 
day of pu lling weeds ou t of the flower beds, 
raking trash and litter sweeping some of 
ou r streets that need it, wou ldn’t be so 
energetic. 
Come 
du sk 
they 
wou ld 
appreciate a meal at home and a place to 
“lay the body down,” and wou ldn’t be ou t 
after dark tearing u p, bu rning u p and 
messing u p ou r property . 


I know this article sou nds a little bitter, 
bu t aren’t we all when it takes a hard 
earned dollar ou t of ou r pocket that can be 
u sed so many different places other than 
replacing something a mix ed u p. mad 
u nwanted kid destroy ed for u s? 


405 W. 10th 
Mrs. Max ine Grig^ls 


THI BORN LOSER 


W A fOBTNB, MCRXABie VoT 
CO tn ; l«Mt ME?... MO-O-O-O ! 
y r 


by Art Sontom 


I HAVeWT eVBM 
ASK6P MER ^ET! 


S - 6 


CAMPUS CLATTER 


WMEftE TMEV TRAINED 
PMONlES 


by Lorry Lowit 


5 1 


phonetics 
829 


1 ^ 
CD 


— 
• 


iUGS BUNNY 
by Hoimdohl It Stoffol 


IT TOO< BOTH OP US, 
WOVEÖ.... BUT 
n SJALLV 
®crr W I D ^ F HlAAl 


WINTHROP 
by Dick Covolli 
NOü 60 JND LikiE y x jiae rb adin q 
AN OLD l^AONPC/ UfâT. 


FRECKLES 


I WAS WORKING , ^ 
CN TMe LOCK, AND 
R rST; 
THE T rl3NK LiD , 
/ iU _ 
SLAMMED SHUT/ 
/HAVE 
Get Me our/ 


by Honry Formholt 


thats n o pro blem ^ 
1 Have it r ight 
V 
HERE IN MY POCKCF 


CAPTAIN EASY 
by Crooks & Lowronco 


LANCELOT 
by Cokor It Ponn 


^ 
CERTAINUY TAKß 
6 0 0 R CARg O F I T I 


i 
r 


AG IT GRCM/G TALLRR ^ 
ANC? TAuteR rr w il l e e \ 
MECAü Gß OF WOU ANC? J 
MCXIR TENCTgR^LOVlNö ^ 
.¿ ■ARe/ *— 
^ . 
C 


TH6N JUGT THINK, 
IT WILL B e A & i B N T 
*T BBBW a o Pf 


SHORT RIBS 
by Fronk O'Nool 


EEK <■ MEEK 
by Howio Schnoidor 


W IN A T B R iP O E 


Professor Sp ring s Exam 


ALLEY OOP 
b y V. T. Ho mliii 


NORTH 
6 
4 K J 4 
V 7 32 
♦ Q 7 5 4 
4 bK6 4 
WF.ST 
F.AST 
A 8 7 2 
A 109 6 53 
V Q J 10 9 5 
¥ 8 4 
e K J 
A 108 6 3 
A A 107 
A J 8 
SOUTH (D) 
A AQ 
e A K 6 
A A 9 2 
A Q 9 5 3 2 
Both v u ln erab le 
West 
North 
East 
South 
1 A 
IV 
2 A 
Pass 
3 N.T. 
Pa.ss 
Pass 
Pass 
Opening lead - ¥ Q 


By Oswald & Jam es Jaco b y 


The stu den t 
du cked 
the 
first heart, b u t had to win 
the seco n d. It was n ecessary 
to dev elo p his clu b s so he 
led a clu b to ward du m m y at 
trick three West p lay ed the 
sev en 
an d 
d u m m y ’s 
kin g 
was p u t u p . The p ro fesso r 
who sat F'ast dro p p ed the 
jack 
When the stu den t led 
a seco n d clu b fro m du m m y 
West was ab le to win the 
trick with the 1 0 an d lead a 
third heart to clear the su it 
while he still held the ace 
o f clu b s. 
The stu den t lo o ked ad m ir­ 
in gly at the p ro fesso r. 
“ I 
wo u ld hav e m ade the han d 
again st almo st an y o n e else. 
What a b rillian t p lay !” 
“ No t at all,” rep lied the 
p ro fesso r, “ The p lay o f the 


PRISCILLA'S POP 


jack o f clu b s Wi\s ro u tin e 
It w asn ’t go in g to b e wo rth 
an y thin g if left in my han d 
an d might actu ally keep my 
p artn er fro m the ex tra en ­ 
try he wo u ld n eed to estab ­ 
lish his hearts On the o ther 
han d, y o u had a cin ch fo r 
y o u r co n tract if y o u had 
p lay ed co n cu t ly .” 
Do y o u see where the stu ­ 
den t made his m istake’’ At 
trick three he co u ld hav e 
sp o iled the p ro fesso r’s fu n 
if he ju st p lay ed a lo w clu b 
fro m du m m y 
East wo u ld hav e to win 
the trick an d co u ld m ake n o 
b etter retu rn than a dia­ 
mo n d It wo u ld b e u p to the 
stu den t to rise with the ace 
an d clear his clu b su it. The 
defen se wo u ld co llect 
o n e 
heart, o n e diamo n d an d two 
clu b s, b u t the stu den t wo u ld 
co llect the n in e tricks he 
n eeded to r his co n tract 


( N E W S P A P t K t N T I R P R I S E A S S N ) 


Thi* biddinp has been: 
West 
North 
East 
South 
1 Jb 
P a ss 
You, South, hold 
4 K 5 43 V K 6 32 4 A K Q A? 4 
What do you hid” 
A—Bid 
one 
diamond. 
You 
have a very KtNMi hand hut this 
response will lead to the best 
results. 
TODAY’S QUESTION 
You bid on« ' diamond 
your partner rehids one 
trump. What do you do” 
Answer Tomorrow 


and 
no- 


by AI V« rmMr' 


SpV»nter«d window, 
stuck-tk^ht doors, 
Shatt© rod n e r v e s 
and t ilt e d f lo o r s . 


Ceilirx^ c r a c k s in 
all o u r ro o m s... 


Around the World 


M u s t w e live w ith 
s o n ic b oom s'? 


An twtr to Frtv io u i Putilt 


ACROSS 
1 Caribbean 
island 
5 Arabian g ulf 
9 
Veg as, 
Nevada 
12 Alg erian 
seaport 
13 Ashen 
14 Japanese sash 
15 North 
American 
bird of prey 
(2 words) 
17 Fiber knots 
18 Craftier 
19 J ig g ers 
(sUng ) 
21 Identical 
23 The sun 
24 Cathedral 
church 
27 Kind 
29 Oriental 
foodstuff 
32 Charm of a 
sort 
34 Seal anew 
36 Withdraw 


37 Black Sea 
seaport 
38 British street 
car 
39 Extol 
41 Lig ht brown 
42 For off 
(comb, form) 
44 Cease 
46 Dried g rapes 
49 Weird 
53 GI’s address 
54 Hoffa’s union 
56 Masculine 
nickname 
57 Great Lake 
58 Shower 
59 Bitter vetch 
60 Roster 
61 Otherwise 
DOWN 
1 Male swans 
2 Soviet stream 
3 Island in East 
Indies 
4 Peruvian 
mountains 
5 Brazilian 


walla ba 
6 Short weapon 
for stabbing 
7 Girl's name 
8 R e q u ir e m e n ts 
9 Least 
frequented 
10 Encourag e 
11 Tastes 
slig htly 
16 Expung er 
20 J uniper 
22 Motorist’s 
lodg ing place 
24 Short barb 
25 Sheaf 
26 Chang es 
28 Mountain — 
30 Spanish home 


31 Enthusiastic 
ardor 
33 Citrus fruits 
35 Tsro roots 
40 Molest 
43 Measure of 
capacity 
45 Nitet (coll. 
var.) 
46 Chest rattle 
47 Mimicker 
48 Roman 
emperor 
50 Genuine 
51 Flower 
52 Ang lo-Saxon 
theow 
55 Honey 
(pharm > 


1 
2 
r" r" 
5 
r" 7 
8 
8 
10 11 


12 
13 
14 


IS 
ié 
17 


18 
P 
IS 
2Ö 


21 
" i ■ 
23 


24 
25 


* 


r a n Jn 
■ 
r 


30 
31 


di 
■ 
b 


35 


36 
I 
38 
1 
40 
■ 
42 
43 j M 
L 


46 


46 
47 
48r I 
50 
51 
52 


5è 
S4 
55 


SS 
57 
58 


59 
6Ô 
t \ 
6 


( N i W S f A R I R IN T tR R R lS l A « N ) 


EUNNY BUSINESS 
X S UPPOT Qo o » es. 
t o tfcu - Mc 
w apoleoa). 


By Rogtr Bolhn 


lüOfC / X'M ALEKAWDeR 
IHE 6«ÉAr— PISGOISED 
AS AlAPOLEOM / 


SIDE GLANCES 
by Gill Fox 


*‘i'm through trying to keep up with Junior's mod 
look! A Boy Scout wanted to help me across tho 
street!I»* 


OUT OUR WAY 
by N« fl Cochran 


/ WAIT--LI5 TEN AH' BE FOREWARNED, 
aSFTTIKI’ HEP TO HER TRICKY PLCTTB/ I »AW HER 
OUT AH EMPTY HAND LOTION fkJTTLE TMI9 MORN“ 
IMO, AW' SHE WYAMTS SOM E AAORE-AW’ MOW SHE'S 
TRVIW' TO FIWP50IME KIMDA ÖROCERIES W E'RE OUT 
OP 3 0 YOU'LL AAAKE AAE OO TO TH' STORE/ fV E S U S “ 


CARNIVAL 
by Dick Turner 


"Watch how happy two of ’em get when I tell ’em 
whose turn it is!’’ 


OUR BOARDING HOUSE 
with Major Hoople 


WC'LL J U « T H A F K 
O U T N IC E AWl? iiL O W , 
L C r r V / I 'l L K E E P 
t 
h e Ho s e o n 'e m 
W H IL E Y ou LXIE T M E 
A P P L E S / W H A T T A V A ' 
F i e U P E T H IS ’LL R U N 
US - O2o ,o cx 3 t 


W H ATTAVA T H IN K T H I S U4« 
, 
A B A D T R I P f W E C O U L R A 
m a d e t h a t A4Ü C M 
A P A P E P B O y/ T H I S P L A E Ç 
H A P S O AAUCH P O U f iK T H A T 
E V E N T H E C O FF1S « ' 
. 
m a c h i n e 


teach 


1 6 ^TheSeda lia Demo cra t, Thursda y , Ma y 6 ,1 97 1 
Kaycee Chases 
Dunning in 6th 


C L E V FX A N D . O h io (A P) - 
Steve D unning h ad a one-h itter 
a fte r five innings, b ut th e n as 
C leveland Indians M anager Al­ 
vin D ark said. “ He lost it so 
fast, 
th ey 
(K aasas 
C’lty i 
got 


tw o runs b efore I eould even 
get any body up in th e b ull­ 
pen ” 
1 h e runs ca m e in th e sixth on 
a tw o-run h om e r by A m os O tis, 
and trig g e re d a four-run out- 


hartbeats 
by vaughn hart 
s p o r t s e d ito r 


It is certa inly to o ea rly to tell just ho w rea l the 
Ka nsa s City Ro y a ls a re, but o ne thing is definite — 
rig ht no w they a re o ne o f the ho ttest items in ma jo r 
lea g ue ba seba ll. 
Co ming o ff a three-g a me weekend ho me sta nd 
a g a inst the Ba ltimo re Orio les, the y o uthful Ro y a ls 
wha cked the wo rld cha mps two o ut o f three g a mes. 


th e speed h e ha.s been kxiking 
for. 
He 
is 
a 
top-notch 
defensive player, as well as a 
fine outside sh ooter 
Barton’s search continues, 
h owever, for th e solid board 
strength h e will need during 
th e fail and winter campaign 


Skyline Standout 


Wednesday, th e th ree year- 
old American League Western 
Division club took th e fifth 
game in as many outings 
against th e Geveland Indians 
Included 
in 
th ose 
five 
interdivision victories, two 
h ave been by sh utout. 
Th e Royals will take th eir 
impressive 14-12 mark into 
Detroit Friday to open a th ree- 
game weekend set; Monday 
th ey push on to Baltimore to 
try th e Orioles in th eir own 
backyard. 
Manager Bob Lemon h as 
won games th is year on wh at 
h e and th e Kansas City front 
office deeply believe will 
carry th e team to an above- 
.500 finish in th e AL West th is 
year. Th e formula is simple: 
Speed, timely h itting, solid 
defense and stable pitch ing. 
Kansas City h as fallen sh ort 
(not by much ) th is year in only 
two 
o i 
th ose 
categories 
th rough th e first 26 games th is 
year. 
Th eir defense is one of th e 
tough est in eith er league; 
th ey, like so many oth er teams 
are relying on th eir speed for 
th at 
extra 
run. 
Th is 
department 
rates 
anoth er 
plus. 
Alth ough th e Royals h ave 
less th an a h andful o i power 
h itters on th e roster, th eir 
timely 
h itting 
h as 
been 
adequate for th e most part. 
Pitch irijg is also brigh t th is 
year, with Mike Hedlund 
h olding a 3-0 mark and Dick 
Drago at 4-1 already th is 
season. However, manager 
'Bob Lemon would probably 
like to h ave at least one more 
solid starter in th e rotation. 
Yes, it is a little too early to 
tell h ow well th e Royals will 
fair th is year at season’s end, 
but righ t now th ey certainly a 
h ot item. 


State 
Fair 
Community 
College h as picked up two of 
th e top area h igh sch ool 
seniors for th eir basketball 
squad th is fall. 
In Mark Jones, th e squad 
finally 
h as 
a 
solid 
area 
performer. Jones h ad been 
sough t after by many Missouri 
colleges, but will wear th e 
wh ite 
and 
blue 
for 
th e 
Roadrunners, wh en th ey take 
th e floor in November to open 
th eir 
rough est 
basketball 
sch edule ever. 
In Brent Yates, Coach Bill 
Barton h as acquired some of 


•b urst th a t stiKxi up for a 4-2 
Kan.suN i ’lty victory W ednes­ 
day 


It 
w as th e R oy als’ f i f t h 
stra ig h t victory over C leveland 
and th e India a s' 16th los.s in 
th e ir last 21 g am es 


T h e R oyals scored all of th e ir 
runs and h ad five of th e ir .seven 
h its in th e sixth w h en th ey sent 
10 
m en 
to 
th e 
p late 
Joe 
K eough led off w ith a bloop 
single to left and w as follow ed 
by O tis’ line sh ot over th e left 
c e nte r field fence 


Rob O liver and C arl T ay lor 
smgl<*d 
and 
C’iKikie 
R ojas 
doubl« *d, dnving in O liver and 
sending T ay lor to th ird 
Aft» » r 
an 
intentional 
w alk 
to f*aul 
S<h aal, D unning w alked F re d 
P atek to force in a run 


R oyals pitch <*r. Dick D rago, 
4-1, said control is th e sec ret of 
h is early .season success. 


“ I’ve only w alked th re e b a t­ 
te rs .so fa r th is .season,” .said 
D rago, “ and one of th ose w as 
intentional 


Yates Signs 
SFCC Letter 


Brent Ya tes 


State 
Fair 
Community 
Cpllege 
h as 
announced 
its 
second 
basketball 
letter 
of 
intent signing in as many days. 


Brent 
Yates, 
an all-state 
speedster 
from 
Skyline 
(Urbana) High Sch ool, became 
th e second tresh man to be 
signed by Coach Bill Barton. 
Mark Jones, a standout player 
at LaMonte High Sch ool for th e 
past th ree seasons, was signed 
by Barton earlier. 


Th e signing brings togeth er 
Coach Barton and Yates for 
th e second time in Yates’ 
basketball career 


Barton coach ed at Skyline for 
two years before taking th e 
h elm at State Fair Community 
College last season. 
Yates, wh ose older broth er 
Myles was a part-time starter 
for Barton th is past season on 
th e Roadrunners’ squad, led h is 


at 


Off Track Betting 
Howie Hits 
Gold Mine 


NEW YORK (AP) — Howie th e Horse h as opened a big lead 
down th e backstretch and it appears h e will be a galloping, 
eased-up winner. 
Th at is h ow Howard Samuels, president of th e New York City 
Off-Track Betting Corporation, migh t describe th e actions of th e 
0TB since it opened for business April 8. month s beh ind 
sch edule. 
Even th e illegal bo(^es, wh om Samuels h opes eventually to 
put out of business, “didn’t th ink too much of our ch ances, ” 
said Samuels wh o h as referred to h imself many times as "Howie 
th e Horse." 
Despite problems involving computers, unions and a lack of 
betting places th e 0TB h ad demonstrated in its first month th at 
th ere is a vast untapped market for off-track wagering. 
Th e 0TB was set up in an effort to provide revenue for New 
York City and avoid increased taxes. It h as attracted national 
attention. 
"Two weeks 
before we opened," said Samuels, “we were 
h aving trouble obUining loans from banks. But th e entire 
picture h as ch anged. Th e banks are calling us now and asking, 
/How much can we lend you and wh en?’ 
0 TB s nigh tly h andle on h arness racing at Roosevelt Race­ 
wa y so far h as averaged |116,466-and it h andled a h igh ly 
sa tisfy ing 
$1,030,432 for last Saturday’s Kentucky Derby. It will 
a lso ta ke bets 
on th e Preakness May 15 and is h oping to h andle 
1 2 millio n o n 
th at race. 
“ Our break-even point is a daily h andle of between $200,000 
a nd $250,000," said Samuels, "and we sh ouldn’t h ave any 
tro uble doing th at kind (rf business once we get more betting 
pa rlo rs o pened." 
But disputes with unions h as kept th e 0TB from h andling off­ 
track betting on th e th orough bred racing at Aqueduct and on 
th e trots at Yonkers Raceway wh ere th e 0TB originally was 
supposed to open. 


team to a 27-5 sea.son’s mark 
during th e 1970-71 campaign 
He also was instrumental in 
getting th e Skyline Tigers to th e 
quarterfinals of th e Missouri 
State High Sch ool Activities 
A.s.sociation’s (Ta.ss S playoffs 
Yates was on th e AII-Polk 
County Conference team twice. 
He was also picked as a member 
of th e All-Ozark team th is past 
season 
Th e latter squad is 
picked in th e Springfield area 
and th e selections are made up 
of combined (Uass. M and L 
players 
“He 
IS 
a 
fine 
outside 
sh (K)ter,” commented Barton, 
“h e’s a great driver, a fine 
defensive player and sh ould 
h elp us tremendously on our 
pressing 
defense,” 
th e 
Roadrunn€ *rs’ mentor added. 
Yates averaged 17.0 points 
per game th is past season and 
was voted as Skyline’s best 
ath lete of th e year. 


Tiger Tennis 


Squad Drops 


Final Match 


Th e Smith -Cotton boys tennis 
team closed out th e regular 
season 
sch edule 
Wednesday 
with a 5-4 loss to St. Paul’s 
College High of Concordia. 
Coach Jim Dinsdale, inserting 
some 
new 
players 
in 
th e 
doubles events, saw h is season’s 
mark slip to 3-9 for th e year 
But h e expressed pleasure 
th e 
progress 
h is 
netmen 
exh ibited during th e season’s 
activity. 
“We only won one match last 
year compared to th e th ree 
decisions we came up with th is 
season ... next year we sh ould 
be stronger with th e return of 
many of our young players," h e 
commented. 
Smith -Cotton will now move 
on to th e district tennis meet in 
Jefferson 
City 
Saturday 
afternoon. 
RESULTS 
(Singles) 
('h ris Heidt (S-C> defeated Harvv 
M axwelh SPC). 10-1 
Joh n Gray (S-C) defeated Tom 
Reh kop(SPC). 10-3. 
Rich 
Ramev 
(SPC) 
defeate<l 
Dave Bell (S-C)‘ 10-4 
Keith Howard (SPC’) defeated 
Tim Salmon (S-C). 10-5 
Don Tatm an (S-C) defeated Jared 
Wei.s.s(SI>C). 10 2 
Ph il Appel (SPC) defeated Dave 
Bartlett (S-C). 10-1 
(Doubles) 
Gray and Bell (S-C) defeated 
Ramey and M axw elh SPC). 11-9 
RelUcop 
and 
Howard 
(SPC) 
defeated Salmon and B artlett (S-C’), 
10-3 
Weiss and Appel (SPC) defeated 
Bill Simon and Arth ur Reque (SrC). 
104) 


All-Sports Banquet 


At SFCC on Friday 


state 
Fair 
Community 
College will h old th eir annual 
All Sports Banquet Friday nigh t 
in th e Agriculture Building on 
th e Missouri State Fairgrounds, 
beginning at 6 p.m. 
Tickets will remain on sale at 
th e college th rough Friday 
afternoon at $1.50 apiece. 
In addition to th e annual 
awards th at will be h anded out 
by 
th e 
different 
ath letic 
coach es, a new presentation h as 
been initiated th is year. Miss 
Spirit of 1970-71. 


Patek Safe at First 


Kansas City shortstop FreiJ Patek reaches first base in 
the first inning safely against the Cleveland Indians 
W ednesday. 
Pitcher Steve Dunning's throw to first 


baseman Ken Harrelson (40) was wide of its mark. 
Kansas City chased across four runs in the sixth inning to 
take a 4-2 victory. (DPI) 


Blu e On Ta rg et 


Kosco Sparks Brewers 
Over Senators. McLain 


By DICK COUCH 
Associated Press Sports Writei 


Andy Kosco h as embarrassed 
h is boss, but th ere’s a smile 
lurking beh ind th e egg on Dave 
Bristol’s face 
Th e Milwaukee manager ar­ 
gued loud and long in a vain 
attempt to keep Kosco from 
pinch -h itting for th e Brewers in 
We dne s da y nigh t’s game 
against Wash ington—and got 
h imself th rown out of th e game 
instead. 
Th en, Kosco, an orph an of 
th e seventh -inning storm, poked 
a two-run single th at gave th e 
Brewers a 4-3 victory over Den­ 
ny McLain and th e reeling Sen­ 
ators. 
Elsewh ere in th e American 
League, Vida Blue fired a four- 
h itter for h is seventh victory (rf 
th e young season as Oakland 
trimmed Detroit 5-0; Leo Car­ 
denas drove in all th e Min­ 
nesota runs in a 5-3 verdict 
over th e New York Yankees 
and Amos Otis’ two-run h omer 
h elped Kansas City top Geve­ 
land 4-2. 
Rain wash ed out th e Boston- 
Ch icago and California-Balti­ 
more games. 
In th e National League, San 
Francisco nipped Pittsburgh 2- 
1; Cincinnati downed Los An­ 
geles 8-4; th e Ch icago Cubs 
sh aded th e New York Mets 5-4; 
Montreal clipped Houston 5-1; 
St. Louis beat Ph iladelph ia 5-1 
and San Diego divided a doub­ 
leh eader with Atlanta, winning 
5-1 and th en losing 3-1. 
At Milwaukee, Joh nny Briggs 
was due to bat for th e Brewers 
with two out in th e seventh , th e 
bases loaded and Wash ington 
clinging to a 3-2 lead. Wh en 
Kosco stepped into th e on-deck 
circle instead, th e Senators 
made a pitch ing ch ange, repl­ 
acing south paw Joe Grzenda 
with righ t-h ander Jerry Ja- 
neski. 
Bristol th en sent Briggs, a 
left-h anded h itter, to th e plate, 
but was stopped sh ort by th e 
umpires. Kosco, th ey said, h ad 
been officially announced as 
th e h itter and Briggs was out of 
th e picture. 
ARer a h eated, 15-minute de­ 
bate, during wh ich Bristol an­ 
nounced h e was completing th e 
game under protest. Umpire 
Larry Napp gave h im th e 
th umb. 
M om e nt s 
later, 
Kosco 
grounded a single to left for th e 
runs th at h anded th e Senators 
th eir sixth straigh t setback. 
Kosco’s h it made th e dispute 


Raytown South In 


Sectional Tourney 


Raytown South will be one of 
th e participants in th e Missouri 
State High Sch ool Activities 
.Association’s sectional baseball 
playoff at Liberty Park, May 17. 
Ravtown South defeated St. 
Joseph Central, 7-0, 'Tuesday 
afternoon to win one of th e 
Kansas City district titles. 
'Th e 
oth er 
team 
in 
th e 
sectional game h ere will be th e 
winner of Wednewlay’s district 
game at Liberty Park. 
Smith -Cotton will play eith er 
Ash land 
or 
Fatim a 
of 
Westph alia, wh o h ave advanced 
to th e ch ampionsh ip game of 
th e sub-district tournament at 
Westph alia. Th at title contest is 
set for Friday at 3:30 p.m. 


academic wh ile pinning th e loss 
on McLain, 3-4, wh o was lifted 
in th e seventh after h e walked 
pinch -h itter Floyd Wicker and 
gave up a pinch single by Ted 


Savage An intentional walk to 
pinch -h itter Roberto Pena filled 
th e bases, setting th e stage for 
Kosco’s delayed h eroics 
Blue. Oakland’s 21-year-old 


south paw flash , tamed th e Ti­ 
gers for h is seventh successive 
complete game victory after a 
season - opening 
setback 
at 
Wash ington 
Cards' Bats Ring 
Against Hoerner 


♦ W ’k 


First Red Bird Run 


St. 
Louis' 
Joe 
Torre 
slides 
under 
Philadelphia 
catcher 
Tim 
M cCarver 
with the first Cardinal run of the gam e 
in the second inning of the Cards-Phils' 


contest, 
W e d n e sd a y 
nigh t 
in 
Philadelphia 
Torre 
scored 
on 
a 
sacrifice fly by Ted Sizemore. St. Louis 
went on to win, 5-1. (UPl) 


PHILADELPHIA 
(AP) 
- 
Ph iladelph ia Ph illies’ Manager 
Frank Lucch esi says h e isn’t 
desperate, but h e is concerned 
about h is last pbce ball club. 


ST. LOUIS 
B rtxk 
If 
MAlou 
cf 
Melendez 
cf 
Simmons 
c 
Torre 
3b 
Cardenal 
rf 
Burda 
lb 
Sizemore 
2b 
Maxvill 
ss 
('leve land 
p 
Total 


AB R H Bl 
5 1 1 1 
4 0 
0 1 
4 1 
;i 1 
4 1 
3 0 
3 0 
3 0 
4 U 
33 5 


1 0 
0 0 
1 Ü 
1 0 
2 3 
1 0 
0 1 
1 0 
0 0 
8 
5 


PHILADELPHIA 
Bowa 
ss 
Doyle 
2b 
Montanez 
cf 
DJoh nson 
lb 
MCarver 
c 
Freed 
rf 
Money 
3b 
Hisle 
If 
Wise 
p 
ph 
P 
P 


RStone 
Hoerner 
Brandon 
Total 
St. Louis 
Ph Uadelph ia 
DP - St 


AB R H Bl 
4 0 0 0 
4 0 
1 0 
4 0 0 0 
> 
3 ’1 
1 0 
4 0 
1 0 
3 0 0 0 
4 0 2 1 
3 0 2 0 
2 0 0 0 
10 0 0 
0 0 0 0 
0 0 0 0 
:i2 
1 7 
1 
010 000 040-5 
000 000 AOO-1 
Louis 2 
LOB—St. 


“If 1 went th rough last year 
and didn’t get desperate. I’m 
sure not going to get desperate 
now,” said Lucch esi after th e 
Ph illies lost 5-1 Wednesday 
nigh t to th e St. Louis Cardinals 
St Louis won th e game in th e 
eigh th inning wh en Lou Brock 
led off with a h ome run to snap 
a 1-1 tie. Before th e inning was 
over th e Cardinals scored th ree 
more on a h ome run by Jose 
Cardenal. 
Lucch esi was sh aken a little 
by th e rough treatment th e 
Cardinals gave h is ace left- 
h anded reliever. Joe Hoerner 
After th e Ph illies tied it in th e 
bottom of th e seventh , Hoerner 
replaced starter Rick Wise, 
wh o left for a pinch h itter. 
Brock h it h is h omer. Matty 
Alou doubled and Ted Simmons 
walked kayoing Hoerner. Re­ 
liever Darrell Brandon fed Car­ 


denal th e oth er h ome run ball. 
Brock couldn’t believe h e h ad 
h it Hoerner. “Th at’s th e first 
time I got wood on th e ball 
against h im since 1964 wh en h e 
was pitch ing for Houston and I 
was with th e Ch icago Cubs. He 
struck me out every oth er 
time,” Brock said. 
Lucch esi said th e turning 
point came in th e Ph illies’ sev­ 
enth . Deron Joh nson led off 
with a walk and Tim McCarver 
singled h im to second. After 
Roger Freed popped out trying 
to sacrifice bunt, Don Money 
laced a double scoring Joh nson. 
McCarver also was waved 
h ome as Brock in left field 
fumbled th e ball. McCarver 
tripped rounding th ird, fell flat 
on 
h is 
face 
and 
h ad 
to 
scramble back to th ird. 
“I th ink we re snake bitten, ” 
commented Lucch esi. 


Louis 7. Ph iladelph ia 7 
2B — 
Cardenal. 
Hisle. 
Simmons. 
Money. 
M 
Alou. 
H R—Brock 
(2). 
Cardenal 
SF—Sizemore 
IP 
Clevlnd 9 
Wjse 
Hoerner 0 
Brandon 2 


(3) 
S—Torre 


H R E R B B S O 
1 1 3 
5 
4 
1 1 2 2 
2 3 
3 
1 
0 
1 1 1 1 
W — Cleveland. 2-2. L—Hoer­ 
ner. 1-1 T - 2 09 . A-10.184 
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EXCELLENT FISHING RIGHT AT YOUR BACK DOOR 
CALHOUN LAKE 


Located on Route J just North west of Calh oun, Ma 
* 200 ACRILAKI 
* 2 Mill LONG MINI FIT 
$1 ptr da y tntra nco fto (1 2 a nd a v o r) 
No w lo a ts — $1 .S0 pa r da y 
Bring your own boat - No Ch arge 
Ovtmigkt camping — $1 pa r niglit 


MINNOWS & FISHING TACKLE ON SALE! 


Major 


League 


Standings 


By THE ASSOdATED PRESS 
American I>eague 
East Division 
W 
L. 
Pel. G.B 
Boston 
Baltimore 
Wash n 
Detroit 
New 
York 
Cleveland 


15 8 
14 9 
12 14 


652 - 
609 1 
462 4 
11 13 
458 4>2 
10 13 
8 17 
4.35 
.320 
West Division 
19 11 
633 - 
14 12 
538 3 
Oakland 
Calif 
Kaasas 
City 
14 12 
538 
.3 
Minnesota 
12 14 
462 
5 
Milwaukee 
11 1.3 
458 
5 
Ch icago 
10 14 
417 
6 
Wednesday’s Results 
Kansas (’ity 4. Cleveland 2 
Milwaukee 4, Wash ington 3 
Oakland 5, Detroit 0 
Minnesota 5. New York 3 
California at Baltimore, ram 
Boston at Ch iiago, rain 
Th ursday’s Games 
Boston 
(Peters 2 -2i at 
C h i­ 
cago (Joh ason 2-2i 
California 
(Messersmith 
2-2 
and 
May 
2 -1) 
at 
Baltimore 
(McNally 4-1 
and Dobson 1-2i. 
2, twi-nigh t 
New 
York 
(Stottlemyre 
2 -0 i 
at Minnesota (Hall 0-2), nigh t 
Friday’s Games 
Oakland at Baltimore, nigh t 
California at Cleveland, nigh t 
Kansas ('ity at Detroit, nigh t 
New York at Ch icago, nigh t 
Boston at Milwaukee, nigh t 
Wash ington 
at 
Minnesota, 
nigh t 


National (.« ague 
East Division 
W 
L. 
Pet. G.B. 
New 
Yorx 
15 9 
625 - 
Montreal 
10 7 
588 1>2 
Pittsburgh 
15 11 
577 
1 
St 
Louis 
16 12 .571 
1 
Ch icago 
11 15 
423 
5 
Ph ila 
8 16 
333 7 
West Division 
San 
Fran 
30 7 
.741 - 
Atlanta 
13 13 500 
6>2 
Los 
Angeles 
14 14 500 
6 '2 
Houston 
12 14 .417 8*2 
Cincinnati 
10 14 417 
8*2 
San 
Diego 
7 19 .269 12*2 
Wednesday’s Results 
San Francisco 2, Pittsburgh 1 
St. Louis 5, Ph iladelph ia 1 
Ch icago 5, New York 4 
Montreal 4. Houston 1 
San Diego 5-1. Atlanta 1-3 
Cincinnati 8. Los Angeles 4 
Th ursday’s Games 
Ch icago (Hands 3-3) at New 
York (Seaver 4-1) 
St 
Louis 
(Gibson 
3-2) 
at 
Ph iladelph ia 
(Running 
1-4), 
nigh t 
Houston 
(Dierker 
4-0) 
at 
Montreal (Renko 3-0), nigh t 
Cincinnati (Gibson 3-2) at Los 
Angeles (Osteen 3-2). nigh t 
Only games sch eduled 
Friday’s Games 
Houston 
at 
Ph iladelph ia, 
nigh t 
Ch icago at Montreal, nigh t 
St 
L ouis at New York, nigh t 
Cincinnati at San Diego, nigh t 
Pittsburgh 
at 
Los 
Angeles, 
nigh t 
Atlanta 
at 
San 
Francisc’O. 
nigh t 


Wet Paint Slows 


Driver Al Unser 


INDIANAPOLIS, Ind. (AP) 
— Al Unser, h ottest driver in 
th e United States Auto Club th e 
last two seasons, h as been sit­ 
ting on th e pit wall of th e In­ 
dianapolis Motor Speedway for 
five days, grounded by a mis­ 
h ap th at sh ouldn’t h appen at 
your corner garage. 


Th e defending USAC ch am­ 
pion and 1970 Speedway 500- 
mile race winner h asn’t been 
able to drive h is new Colt Ford 
because of a bad paint job. 
^ 


Parnelli Jones, co-owner of 
th e car and h imself a former 
500 winner, explained th at th e 
undercoating wasn’t dry wh en 
th e painter started brush ing on 
layers of th e team’s distinctive 
blue and gold. Th ey came righ t 
off. 


Th e car was expected to 
reach th e track today. 


Al was asked Wednesday if 
th e delay wasn’t getting on h is 
nerves, especially wh ile Mark 
Donoh ue was making fantasti­ 
cally fast practice runs in a 
new 
Mark 
16 McLaren-Of- 
fenh auser. 
Th e Albuquerque, N.M., driv­ 
er answered with one of h is 
longer 
speech es. 
He 
said, 
“Naw.” 


What’s new 
under 
the.sun? 


for 71 


You’ll reap tw ice th e h arvest 
w ith 
only 
h alf 
th e w ork 
w h en you own an ARIENS 
ROTARY GARDEN TILLER. 
It’s EASY. 
It’s 
FUN. 
It’s 
REWARDING. 
16 a ll-ste e l 
tines till 9 “ deep — up to 
36 “ w ide / h eavy-duty tires 
/ tine clutch / tilling depth 
control bar / adjustable h an­ 
dlebars / reverse / 3 H P.. 
4 H P.. 5 H P. & 6 H P. let 
& Rocket models. 


AR/6NS TAKES THE TOIL 
OUT Of TILLING 


BIXLKR 
« A f CO. 
Phon« 366-4311 
Ottarvilla» Mo. 


Kentucky Down 2-0 
Bea ty, Wise Lea d 
Uta h Pa st Colonels 


SALT LAKE CITY (AP) - 
Zelnio Beaty scored 40 points 
and snared 15 rebounds, but 
Utah coach Bill Sharman says 
Willie Wise was the key to the 
138-125 victory Wednesday night 
that gave the Stars a 2-0 lead 
over Kentucky in the American 
Basketball Association cham­ 
pionship playoffs. 
“ Beaty did a great job,” 
Sharman said following the 
game. “ But Wise was out­ 
standing." 


Gilmore Riches 


Could Rea ch 


$2.7 Million 


JACKSONVII.LE, Fla (APi 
Otis Gilmore of Chipley, 
Fla., is driving the truck he al­ 
ways wanted It’s all the more 
welcome because it was a 
present from his son, Artis. 
Artis is one of the new mil­ 
lionaires, a prcxiuct of the war 
between the National Basket­ 
ball Association and American 
Basketball Association 
Strictly spc'aking he doesn't 
have a million dollars. But the 
contract the All America giant 
signed with the Kentucky Colo­ 
nels of the ABA calls for what 
is variously reported as be­ 
tween $2 2 and $2.7 million over 
a pericxl of 10 years. 
Gilmoie is willing to talk 
about tie pleasures of having 
real money for the first time in 
his life but not about the size of 
the package deal neogotiated 
for him by attorney Herb Ru- 
doy of Chicago. 
A reliable source said Gil­ 
more collects $100,000 each of 
the next 10 years plus $80,000 a 
year put into an annuity which 
would make a realistic $1.8 mil­ 
lion total. 
He came back from the sig­ 
ning ceremony at Louisville 
with a check. He strolled into 
the office of Jacksonville Uni­ 
versity Coach Tom Wasdin on a 
day the players got $15 laundry 
checks. 
Wasdin often cashes them for 
the players, so when Gilmore 
asked if he would cash a check, 
the coach said “ sure” and 
reached for his wallet. 
This check was for $50,000. 


The Utah coach described 
Wise's 
26 
points 
and 
24 
rebounds as “ just too much to 
expect.” 
Beaty’s 40-point performance 
was matched by Kentucky cen­ 
ter Dan Issel. Darel Carrier 
and Walt Simon added 25 each 
for the Colonels. 
The best-of-seven series now 
moves to Louisville for games 
Friday and Saturday, the latter 
contest to be nationally tele­ 
vised. 
Utah breezed to a 37-28 first 
period lead before Simon and 


Issel combined to give the Colo­ 
nels their first lead of the 
night, 4240, with four minutes 
gone in the second quarter. 
Things remained pretty even 
from that point until Beaty 
scored six points near the end 
of the third period to open 
things up a little 
Sharman credited hot shoot­ 
ing and a good team effort for 
his team’s victory. The Stars 
hit 57 per cent from the field 
and 75.6 per cent from the foul 
line. 
“ We just threw the ball away 


said 
Kentucky 
Ramsey of the 
too 
much,” 
coach Frank 
Colonels’ loss. 
The official statistics, how­ 
ever, indicated that Kentucky 
committed only 13 turnovers to 
19 for Utah 
“ There’s 
no 
way 
that’s 
nght,” 
Ramsey 
said 
“ We 
threw the ball away a lot more 
than that. ” 
Ramsey said he plans no ma­ 
jor changes for the upcoming 
games—not even against Beaty, 
who has scored 66 points in two 
games against the Colonels 
NHL Cha mpionship Set 
Resumes on Ha wk s' Ice 


CHICAGO (AP) - Jimmy 
Pappin was relaxing at home in 
Sudbury, Ont., one day last 
summer when the bottom of his 
world just about dropped right 
out from under him. 
“ I went to have a soft drink 
and the soda just dribbled out 


of the corner of my mouth, ” he 
recalls. “ I looked in the mirror 
and the whole left side of my 
face was saggin ... drooping 
down I thought I had polio.” 
What Pappin had was Bell’s 
Palsy, an ailment that affects 
certain muscular control. When 
Tigers' Spring 
Ga me Sa turda y 


(Democrat-Capital Service) 


COLUMBIA — Fans will take 
springtime inventory of Coach 
A1 
Onofrio’s 
first 
Mizzou 
football squad here Saturday 
afternoon, and as a matter of 
fact, so will Onofrio. 
The Black and Gold windup 
game, starting at 2 p.m. in 
Memorial Stadium, will be an 
evenly-matched 
contest, 
Onofrio promises. 
Talent has been disbursed 
equally to both squads. This is 
intended to eliminate the head- 
on collision of the top offensive 
and defensive units — or the 
one-sided aspects of a matchup 
that puts those same shock 
troops on one squad. 
What developments would 
Onofrio most like to see in 
Saturday’s struggle? 


> 


40-Years-Old Thursday 


San Francisco Giants' slugging outfield star 
Mays 
relaxes 
at 
his 
Atherton, 
Calif., 
Wednesday. Mays 
Thursday. (UPl) 
celebrated 
his 40th 


W illie 
home 
birthday 


“ Basically, a smooth unit on 
offense and defense — not 
many mistakes — but we’re not 
going to see that. 
“ We’ll be looking for good 
effort, some big plays, and hope 
that the kicking game, which 
has gotten very little work, is 
satisfactory.” 
The new Tiger boss patently 
has avoided praising individuals 
for superior play this spring. 
Yet, rising above the crowd, 
certain players have impressed 
consistently. 
On offense, receiver John 
Henley, center Scott Sodergren, 
slotback Mike Fink and tailback 
Booker Washington rate special 
mention. The wiry Washington 
injured 
his 
shoulder 
last 
Saturday, and won’t be in 
uniform 
for 
the 
final 
scrimmage. 
Defensively, the eye-catching 
plays have been executed by 
end John Brown, tackles John 
Cowan 
and 
Steve 
Mizer, 
linebackers Sam Britts and 
Mike McKee, and 
halfback 
Henry Stuckey. 
Field strategy Saturday will 
be directed by quarterbacks 
Mike Farmer, Ed Johndrow 
and Mike Zelenovich for the 
Black squad. 
The Gold play-callers are 
John Venturi, Mike Robb and 
Tim Kauble. Onofrio labels 
ailing Chuck Roper “ a very big 
question mark.” A te n d e r 
shoulder has kept the slender 
quarterback from Brentwood, 
Mo. inactive for two weeks. 
Saturday’s spectators won’t 
see at least three other injury- 
decked 
Tiger 
lettermen 
— 
halfback Lorenzo Brinkley and 
end 
Dan 
Borgard 
for 
the 
defense, and guard 
Mickey 
Kephart with the offense. All 
are two-year veterans. 
Should 
Mizzou’s 
baseball 
game with Oklahoma State end 
in 
regulation 
time, 
Jack 
Bastable may be drafted for 
place-kicking duty in the second 
half. Bastable plays third base 
for the Tigers, and the ball 
game starts at 1p m. 
Onofrio, 
who 
plans 
to 
maintain contact with both 
benches from the press-box, 
predicts “ a pretty good football 
game. I think the players will be 
ready and excited.” 
Press and radio staffers will 
vote on outstanding players 
Saturday. On hand to present 
the plaques will be Roger 
Wehrii, Mizzou’s all-American 
defensive back in ’68 who now 
plays 
for 
the 
St. 
Louis 
Cardinals. 
Scouts from Stanford and Air 
Force, the Tigers’ first two foes 
this fall, will be charting the 
action. 


it 
happened, 
Pappin didn’t 
know the first thing about it. 
Now he does. 
“ It’s a pinched nerve,” said 
Pappin, who scored the sudden 
death overtime goal that gave 
Chicago its 2-1 opening game 
victory over Montreal in their 
National Hockey League Stan­ 
ley Cup championship series. 
The best-of-seven series contin­ 
ues with Game Two tonight 
“ Bell’s Palsy is cau.sed by a 
virus and affects a nerve, I 
think the seventh nerve, in the 
neck,” 
said 
Pappin. 
“ They 
don’t know what cuases it. You 
just wake up one morning, and 
there it is.” 


There is no specific treat­ 
ment for Bell’s Palsy, which 
claims baseball great Roger 
Maris among its victims “ You 
have to be patient. It clears up 
by itself eventually. I did use 
some electric stimulation and 
massage treatments to keep the 
muscle tone,” said Pappin. 


Pappin was stricken on Au­ 
gust 1 and was unavailable to 
the Black Hawks at the start of 
the season. “ For almost four 
months,” he said, “ 1 had no 
movement in the left side of 
my face. The only good thing 
about it was the fact that 1 
didn’t have to go to training 
camp. 1 watched a lot of base­ 
ball while the other guys were 
getting in shape.” 


Pappin was given the green 
light to rejoin the club in De­ 
cember, two months into the 
NHL season. A couple of weeks 
later, he broke his right hand, 
and that cost him three more 
weeks. 
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Where To Now? 


Kentucky's Louis Dampier seeks a teammate inside to 
pass the ball to, but Utah's leaping W illie Wise has 
the path cut off. Utah posted their second win in a 
row against the Colonels in the ABA championship 
series Wednesday night in Salt Lake City, 138-125. 


(UPl) 


Tiger Ja yvees 
Ta k e Twinbill 


Smith-Cotton’s junior varsity 
baseball 
team 
swept 
a 
doubleheader 
from 
Leeton. 
Wednesday 
afternoon 
at 
Centennial park, 8-5 and 2-1. 
The two victories moved the 
jayvee’s record to 8-3 for the 
season. 
Rick Pettit and Chris Bowlby 
posted the wins for the young 
Bengals in the games 


Ex-Red Wing Coa ch 
Na med by St. Louis 


ST. LOUIS (AP) — Former 
Detroit Red Wings Coach Sid 
Abel will be named Friday as 
coach of the St. Louis Blues 
National Hockey League team, 
the Globe-Democrat said today. 
The newspaper said it had 
learned “ from an unimpea­ 
c h a b le 
source 
Wednesday 
night ” that Abel would take 
over for Scotty Bowman, who 
recently 
resigned as 
Blues’ 
coach-general manager 
The 
Globe-Democrat 
said 
also it had learned Blues’ Vice- 
President Lynn Patrick is to 
become general manager and 
player A1 Arbour is to be Pat­ 
rick’s assistant. 
The newspaper said appoint­ 
ments are to be formally an­ 
nounced at a news conference 
Friday at 4 p.m. 
Representatives of the club 
had no comment on the article. 
They said, however, the Friday 
news conference would concern 
“ organizational changes for the 
co m in g 
National 
Hockey 
League season.” 
Abel, who coached the Red 
Wings for IOV2 seasons left the 
team this season in a dispute 
with rookie coach Ed Harkness. 
Patrick was the Blues’ first 
coach and general manager. 
Midway through the Western 
Divi.sion club’s first season he 


turned over coaching duties to 
Bowman. Patrick later became 
managing director and vice- 
president, giving general man­ 
ager duties to Bowman also 
Arbour, a three-year defense- 
man and former captain with 
the Blues, was named coiich 
last year He returned to the 
ice late in the season, when 
Bowman retrieved the cojiching 
reias. 
Bowman recently resigned 
and has not as yet taken amith- 
er job in professional hockey 


B O W L E RE TTE S 
(Final) 
Team 
T& C Shoes 
Chuck’s Derby 
vSedalia Industrial 
Siprinkle Concrete 
Hughes Apco 
Shelly Lynn 
High Team 30 


Won 
Lost 
87'z 52'z 
85' 
2 
54'z 
74 
Wi 
68 'z7 1'z 
62' z 77'/z 
42 
98 
T & C Shoes 2308. 
2nd Sedalia Industrial 2296 High 
Team 10 Hughes Apco 817. 2nd T 
&C Shoes 803 
Women’s High 30 Shirley Martin 
535 . 2nd Fat Weir 474 Women’s 
High 10 Shirley Martin 211. 2nd 
Sharon Ward 189 


WHEN YOU WANT TO 
BUY OR SELL 
USE WANT ADS! 
CALL 876.1000 


The Sedalia Shrine 
C’lub will hold break­ 
fast meeting at State 
Fair 
Restaurant 
Saturday. 
May 
8. 
1971 at 7 30 A M Nobles, we 
will be seeing you 
Perry Wolkey. Pres 
James Anderson. Sec’v 


Sedalia Lodge 
2.36 
A F 
& 
A M 
will 
meet in regular com 
munication on Fri 
day May 7. 1971 at 
8 00 P M 
at the Masonic 
Temple. Broadway and Mis 
souri 
This is the business 
meeting of the month and 
all members and visitors 
are urged to come out 
We 
will have a fifty year pres­ 
entation 
J I) Schlobohm W M 
Howard ,I Gwinn Sec’v 


HOMI-: ni II.O iM .i'O IU ’O K M IO N 
NOTI» T- o r Sl'l-.(1 \ | M K K T1N (. 
or sluKM ioi or MS 
Notur I» 
gucn lh.»l rf sfn c m1 nx-i fmi 
(rf >ih.irrhnl<1i'r\ i>< Htw Miiihling ('orpoi.iiinn 
z Mminiri l orpiir.Ilion will h« hnkl .it »0 Noilh 
I’zrk AvfniM' S n l.ilw Mi<.<ouri on Ihi'ITih d.i> 
o< Mzv I<i71 ,il liMHi ,i m to! Ihn followini' 
purpos«''. 


1 
To rl« i I Ih r ii' d iri-ito f. to votvo until the 


n*'\t znnu.d m i’i’tim ' of Itn' rorpot.dion oi until 


flw'ir « u iit'M o r'. .If« ' dulv r i f i li li ,iik 1 ip i.ilififd 


znd 


2 To liz n s.irl sill h olhi'i bunnrn^ .i\ m .i\ 


c o n if h rto rr Ih r m fflin i' 


D z Ird Ih n lilh (la v of M .iv 1H71 


N f .ilO H fv h u in I ’ri’sidfnl 


H o n ir Huildint' C or(ior.ilion 
ÜX 
r>h Ih iu S I») 


HOMh HI II IHM.ftlNTKACTOIfs INf 
M in c ro r s c h i a i \iri TiM. 
or SIIARr.HOI.OKRS 


N o tie r n h rrrh v givrn tha t .1 v|>f( mI m e i’lini' 


of sha rrholdrrv of llo n ie Ifuildini; ( onlt.le lotx 


Inc 
a Missouri c orpoia tion w ill Ix' hrld .d 


N orth C.irk Ave nur Srda li.i 
M nsouri 
on Ihi' 


I7 lh d.tv of M.IV 
1!<7I a t It) 
.1 ni 
lor the 


lollowing (nirtioM'v 


I 
To fle e t lour d iifc lo r< to w rv r until the 


nrxt a nnu.d trifflirrg ol Ihr* c orpor.dion or until 


Ihr'ir xufifvsors .irr dulv •■lfclr*d a nd ijua lilu'd 


a nd 


To Ira n« « .!!! xiich olti*'i hinirwn-^ .n rria \ 


c o iiif N ’lo rr the rrifr’tinv 


D .ilfd this tdh da v ol Ma s I'i7 l 


Mow ,ird S.ills Prr-sidenl 


Monu' M uildim ’ Conlr.rclors Im 


I 
Opoths 


H E G E M A N N 
BE RN A RD 
A 
JR 
5 4 yrors ol nqe, son of tfir* Intr 


Beinn td 
A 
Hr*gem(inn 
of 
Sed olin 


M o 
Survived 
by 
? 
riunts 
M rs 


Eleonoi G 
Edney cind M rs 
Knthrr 


inr Smith, 2 cousins 
John A 
Edney 


(ir>d M o rq o rrt Edney, (ill of O m iihd, 


N eb in sk u 
fu n e io l 
will 
fie 
Frtdoy, 
8 3 0 o m 
from the Cromer funerol 


Home 
to 
St 
Bem ord's 
• hurch 
9 


o m , 
O m oho, 
N ebrosko 
Interment 


ot the Holy Cross Cem etery, Bloir, 


f 
Beisonnis 


W E 
ARE 
A U TH O RIZ ED 
D EA LERS 


Solfts and service for lo w n b o y and 


Ariens m owers U S Rents It, 5 3 0 East 
5th 


FOR RENT: 


PICKUP TRUCKS, ECONOIINES 
AND MOVING VANS 


Trailers, O pen or Covered. 


One W a y or Locally. 
HERTZ TRUCK RENTAL 
530 Ea st 5th 
8 26>20Q3 


GRADUATION 
Let your acquaintances 


never be forgotten 


Keep them in your memory 


forever! 


Especiolly HER 
with a 


lovely Corsage! 


Flower Shop 
StO Sesith Ohio 


real sippin* whiskey 


*■ HlNTUCKV StIIAlCMl iOUHBON WMISKt« • 10 MOOf ■ I/*« IllOOaS biSt MI INC. CO . IBAtlKtORT. At. 


WPERT ; 


BRAKE REIINING 


WILL YOUR 
VEHICLE BRAKE 
PROPERLY? 


HOW lOHC SIHCE IT WAS IHSPECTED? 


It does ma k « a diffwrwnc« whwrw you hovo tho job 
done. Our mon oro tra inod mocha nît» who k now 
thoir jobs a nd do it to tho boot of thoir a bilifios! 


IT COSTS NO MORE TO GET THE BEST AT 


Brown Auto & Ma chine Shop Co. 


317-322 W .Z n d 
#26 -548 4 


HEY, KOSi 


THIS IS 
OUR SUPER-TREAT, 
FOR YCXJ! 
KUUUt^, 
Mftftiiicitfi 
lATUKDAY liT H iM O 


ADMISSION 


PATTY DUKE 


B ILLIE 
IN COLOR 


t M T t SO* 
L 


SPRING 
FLOWER POWER 
TIME! 
M other's D ay is 
Flow er time 
M a y 11th, 
Please order Early 


170-1400 
S10 South Ohio 


OVERSTOCKED 
Need room 
Lorge Big Boy toma to pla nts 


$1 Box va lue - only 59' 
Petunia Paks 
in bud and 
blossom 
Purple Red Lavender Pink 
Only 39‘ 


Greenhouse W 50 Hiwa y— 
Flower Shop, S10 South Ohio 


Pettit startcNl and scattered 
five hits; he credited with seven 
strikeouts through six innings 


Steve 
Bartlett 
was called 
upon in the seventh inning to 
halt a Leeton threat with men 
in scoring position 


The Tigers collected nine hits 
in scoring their eight runs in the 
initial contest, two each by 
Mancuso, Vinson and Simons 
Mancuso scored three runs and 
accounted for an rbi Vinson. 
Couts and Simons al.sfi collected 
one rbi apiece in the game 


Bowlby allowed only one run 
and five hits in the second game 
for Smith-Cotton as the Tigers 
came up with a pair of runs in 
tlie bottom of the fifth to win 
the game, 2-1 
The Tigers were checked on 
only two hits in the second 
game, 
both 
by 
Marty 
Holderman, but two unearned 
tallies in the final frame carried 
the* Bengals to victory 
A .squeeze play and a perfect 
bunt by Ron Khlers scfired 
Mark Kdwards to tie the game 
in the fifth Steve Bartlett later 
scored on another st^ueeze play 
by 
Jeff 
McGregor, 
which 
accounted for the winning run 
During the games, jayvee 
coach Dave Porter played much 
of the bench, which had seen 
little action during the season 
The Tigers next outings will 
be at Mexico Saturday 
A 
doubleheader is on the slate 


Softba ll Tonight 


Mike 
O’Connor 
plays 
Whiteman AFB tonight at 7:30 
in a doubleheader at Housel 
Park in Independent Men’s 
Softball 
Saturday’s game again.st the 
Steinhouse 
of 
Warrensburg, 
which was rained out, has lM*en 
re-scheduled for May 20 


N p b ro s k d 
Ro v fiiy 


p m n l 
m o itu fiiy 


Ih u ts d d y 
(if 
8 


6 
Monume nts ond C e m e le iy lots 


fO R S A IE 
4 lO T S in n»*w (id d ifio n . 


C l o w n 
H ill 
C n m e tn iy 
( (ill 
8 26 


9092 


7 
Peisonols 


M cG i n n i s 
U P H O l S l f R V 
yo o i 
fur 


n itu ie IS c o m file te ly ic c o n d itio n e d 


b y ei(p»*i ienc<»d cra flM n d n 
W id e sn 


le itio n 
of 
Id ffs t 
fd b iits iin (f 
vinyls 


show n 
in 
yout 
hom n 
fin e 
p ic k iifi, 


d e liv e iy 8 2 6 .f.394 


K I N D f R G A R I f N 
F IR S I 
G RA D f 


n o w 
e n ro llin q ' 
Sm o ll 
cldssrs, 


fiiin s p o ifd tio n 
f (1 I t h 
C h n s fi'in 


S (h o o l 2331 In y id m 
8 26 5414, 8 2 / 


1394 


W A N TE D 
G U N S , 
J f W F l R Y , 
tools, 


id d io '. 
televisions, 
d n yth in q 
of 


vo lu e 
O s o y e Thrift S h o p , M o m uruJ 


O v iy e 


F O R 


eae rc is e r. 


f f E A lTH 'S 
S A K E ' 
Rent 
on 


V ib id td f 
belts, 
fid ’ ie l 


ro lle is, 
fiK y d e s 
(intJ 
(»e n tle 
Cryms 


U S Rents It, 530 Fijst 5tEi 


M O TH ER 
N EV ER 
K N E W 
A BO U T 


sham pooing carpet without woter 


Rent Rncine M achine 
Keele C arp e l, 
8 26 2002 


MOTHER'S DAY 
FLOWERS 
tha t la st a ll summer 


* Gera niums 
* Petunia s 
* Ma rigolds 
* Agera tums 
* Sulta na s 
* Begonia s 
* Coleus 
* Da hlia s 
* Others 
JIM'S GARDEN 
CENTER 


1000 West Main 
Phone 826-4411 


7 C 
Rummuqr Soles 


GARAGE SALE 
711 West 4th 


FRIDAY AND SATURDAY 


El 
Copperfone 
built in 
range 
upcitfmenf size range, dishwasher, 
i lofhing and misci 


GARAGE & 
BAKE SALE 
19 08 SOUTH QUINCY 


SAT. M AY 8 th, 8 am - 5 pm 


Clothing (some new), linens, bed 
ding, 
fecither 
pillows, 
quilf 


S( rcipr>s, jewelry, etc 


r u m m a g e sa le 
19 16 South Monitea u 


Friday and Saturdoy 


Dishes, law nm ow er, sender, Ians, 
tables, cemetery 
arrangem ents, 
clothing, washer, sewing machine, 
sport coats, miscI 


FOX 
NOW 
____________ 
SHOWN 7 :00-9 :00 
‘•YOU MUST SEE m " 


JA C K NICHOLSON 
FmiRSÜPKCß 
c 
R *(n>- 


KAREN BLACK..oSUSAN ANSPACH 


5Ö! 
ì tJC'tN 
TH E A TRE 
NOW 
ENDS SAT. 
STARTS AT DUSK 


DORADO 


Color 


F I R S T T IM E IN C O L O R I Ó 
fraziertali fight pictures 
T h « S u p e r B n tlle o f t h e C e n t u r y 


7iMm(í(i*mm J 
I «ÚÚhTTmmSn / 
oddilion to fogutar screen show 
tiighrs fnm uti 
! “ • /_???• i 


7-C 
Rummage Selet 


GARAGE SALE 
2303 South Mittouri 
Friday ond Soturday 
6 H P Riding mower;3 speed, gas 
stove, 
old 
furniture, 
garden 
troctor-5 
attachments, 
washer, 
boy's clothing 8-16, and MiscI 


RUM M AGE SALE 
503 Sunset Drive 
Thursday 3 P.M. to 8 P.M. 
Friday 8 A.M. to 8 P.M. 
Baked goods, eggs, oquoriums. 
breakfast 
nook, 
tea 
dresses, 
clothing and MiscI 


GARAGE SALE 


1900 West 5th 
Friday and Saturday 


Clothing oil sires and kinds 
and misci 


BASEMENT SALE 
2510 West 11th 
Friday and Saturday 
Antique 
bottles 
ond 
furniture 
clothes, old trunks, shoes, MiscI 


GARAGE SALE 
1301 N orth C e d a r Drive 
All Day Friday 
Saturday until Noon 
Adult and infant clothing, furni 
ture, mower and miscelloenous 


RUM MAGE SALE 
1718 S O U T H P A R K 
Friday and Saturday 
Clothing, 
toys, 
plocques, 
15 
inch wheels, misci 


BACKYARD SALE 
1624 South Moniteau 
Friday and Saturday 
Clothing, infants through adults 
Baby swing and walker, record 
player, bed spreads, misci 


GARAGE SALE 
3301 East 15th 
(Corner of M adison) 
SATU RD AY A SU N D A Y 
8 A.M. Til Dark 
Antiques, 
Uniques, 
clock, 
old 
china, dishes, futn. 


GARAGE SALE 
Friday and Saturday 
801 East 7th 
Large 
Comel-bock 
trunk. 
Blue 
fruit 
|ors, 
half 
gallons, 
lots 
of MiscI 


HUGE 5 FAMILY 
RUM MAGE SALE 
2216 WEST FIRST ST. 
FRIDAY A SA T U R D A Y 
Bicycle, dishes, furniture, baby 
clothes Children's, women's, men's 
clothes, oil sires Toys & misc 


GARAGE SALE 
156 So. Summer 
THURSDAY AND FRIDAY 


Clothing, dishes, 
bedding and miscellaneous 


GARAGE SALE 
1417 Soulh Park 
Thursday and Friday 
8 A M til ? 
No W ednesday Sales 


Antiques, eKcellent childrens 
clothing, furniture, miscellaneous 


RUM M AGE SALE 
715 East 4th 
Friday and Saturday 


Clothing of all kinds. 


GARAGE SALE 
1506 South Barrett 
(N o Thursday Sales) 
Friday 7 A.M. to 9 P.M. 
Saturday 7 A.M. til Noon 
Wollensok 4 track tope recorder, 
10 horse Johnson out board motor 
Radios, 
adults 
and 
teens 
clothing, gomes, household goods, 
miiscl. 


RUMMAGE or GARAGE 
SALE Signs v/hen 
you 
pay for your sole ad 
before it runs. Printed 
on 
heavy 
cardboard 
stock. Extra copies avail­ 
able — 25' each. 
Sedalia Democrat-Capital 


RUMMAGE SALES 


7 C 
Rummage Soles 


GARAGE SALE 
419 South Park 
Thursday od Friday 


N e w S cu lp tre ss b ra s , A v o n b o t t ­ 


les, 
o a k 
w a s h 
sto n d , 
g o o d 


c lo th in g , 
o il 
sizes 
Lots 
m iscI 


a n d dishes, fu rn itu re a n d h o u se 


p la n ts 
_____ 


GARAGE SALE 
2301 West 4th 
Friday and Saturday 


Round 
oak 
table, 
table 
sow, 
gross, 
edger, 
onfique 
clocks, 
dishes, clothing and tools. 


3 FAMILY 
GARAGE SALE 
Thursday Evening 
and Friday 
6 0 0 E a sf 10th 
Clothing, 
Avon 
bottles 
and 
miscelloneous 
Not 
responsible 
for accidents 


10 
Strayed, lost, found 


D A R K 
- ' o l o f e d 
se>i l 
p o i n t 
S i a r n t ? 


f e m . i l e 
n a m e d M i t / m 
V k i m t y 


o f U f h o n d l o f o y e f t e 
>- o i l 8 ? 6 ? 4 ? ? 


o - 8 2 6 5 5 6 1 
R e w o r d 


l O S ^ 
H A N D B A G 
c o n t o i n i n g 
I r i u 


o n c e d i v i d e n d c h e < L o n d b o n k k e y 


R e w a r d 
F r e d 
H i l d e b r o r ^ d t 
B n f h w e l l 
Hotel 


II— Automobiles For Sale 


SAVE M O N E Y 
1968 V W Boq 
AM 
FM *ndiO, encellenf rubber, newly 


furred extra fine shripe Priced to sell 
■ oil 8 26 9934 after 5 30 p m 


1 968 D O D G E • ornet R T 440 M agnum 
with oir conditioning, pow er ',ter»i 
mg outom otif 347 5966 lo M o n te <f 
ter 5 P M 


1969 
V O L K S W A G E N , 
Red, 
nice 


S I .500 1962 C hevrolet $4 50 E*re l 
lent, 
low 
m ileage 
8 27 1345 
'ifter 
5p m 


1969 BU IC K lE S A B R E hardtop, foe 
tory oir, pow er steering, brokes 


W ill take trad e 1502 East 12th 


1964 C H EV Y IM P A IA , V 8 , outom ot.. , 
pow er '.teenng, pow er b rakes 625 
East 24th Phone 8 26 7 010 


2 1957 C H EV Y 2 door, 
I 
has 327 , 


2 
A'.tro 
Chrom e 
Slotted 
Steel 
W heels 8 27 1233 


1957 P O N T IA C , 2 door hordtop , auto 
mritic, chrome wheels, g ood shape 
M o ke offer 516 N orth Q uincy 


1968 
IM PER IA L 
C R O W N 
Chrysler. 


fully equipped, extra nice, 54 000 
miles C all 8 26 07 8 2 or 8 26 207 0 


1964 D O D G E 4 door, V 8 , outom atic, 
new brakes, muffler 
$395 
8 27 
1 128 


1968 
P IY M O U T H 
G T X , 
440 
cub.. 
inch, 
4 
speeci, 
light 
p acko g e 


$1400 C all lo M o n te, 347 5533 


1964 PO N T IA C , very good, best ofler 
takes f all 8 26 4 7 4 1 


197 1 
V W 
S O U A R E B A C K , 
pe-fert 
with low miles C oll 8 26 457 1 


1965 V O L K S W A G E N G o o d condition 
$7 00 Phone 8 26 5294 afte. 5p m 


1944 
LTD, 
4 
door 
hardtop, all 
p a w tr...............................$195 
1945 Oldsmobilo 91, 4 door ttdon, 
all pow tr............................ $195 
1945 Chrysltr, 
2 door 
hardtop, 
V-l, outom otif................... $795 
1941 
Chtvy. 
Chovtllt, 
2 door 
hardtop, V-l, stick.................$1195 
1944 Chovrolot 
Cenvortiblo, 
V-l, 
outomotif............................ $195 
1944 Chrysltr Now Yorktr, 4 deer 
hardtop, oil pow tr.................$195 


A ll h a v e b e e n in sp e cfe cf 
And Othor Cors 
OUlSON USED CARS 
28 09 East 12th 
8 26-4077 
8 26-408 9 


GRAND 
OPENING 


SIPES MOBILE 
HOMES SUPER 
MARKET 


'■WHY PAY 
RENT? 


"OW N YOUR 
OWN HOME” 


"NO DOWN 
PAYMENT” 


HIGHW AY 65 SOUTH 
Sedalia, Mo. 
PHONE 826-9S60 


II f 
Campers fot Sole 


197 0 10 FO O T N E W W A Y overcab 
com per, stove, oven, icebox, von 
ity table, furnor e C oll 3 1 4 37 7 2294 


1 4 
FO O T PLA Y M O R 
Travel Trailer, 
sleep 
4 
stave, 
icebox 
closet 
look new 547 3349 Lincoln 


17 
Auto Trucks for Sole 


1969 FO RD E C O N O llN E , outom atic 
transmission. 
Big 6, 
still in wor 
anty F „ ,f $17 00 8 26 47 56 or 8 27 
18 90 


1950 
C H EV R O LET 
PIC K U P , 
good 
body, 
1954 engine m fair condì 


tion, $125 Coll 8 26 9043 or 8 26 68 16 


I 948 
H EV Y, 1 
3 ton, I 3 ? foot fold 


dow n bed, good. $250 
M o u n ce 
Schneider, 8 26 48 94 offer 6p m 


1966 D O D G E 
/ 
TO N , with Pow ers 


Bed, runs good, $900 8 26 0415 


1961 IHC r/2 TON with 
engine overhaul. 
1965 CHEVROLET, V 8, 
l '/2 ton. 1967 DODGE 
2 ton, V-8 with 16 foot 
bed. 
HOWARD 
TRUCK & EQUIPMENT CO 
3110W Broacfway 
B26 3571 


13 
Auto Afftssorits, Tirts, Pgrts 


U S E D 
T O O LS 
TIRE 
C H A N G E R S . 
Testing equipm ent 
Electric drilis. 


HonrJ 
tools 
Ja ck s 
Palm er's, 
18 11 


South lim it 


MUFFLERS 
$11 Includes Muffler 
Fits most Chevrolets 
TEMPO 
Thompson Hills 
Official Inspection Station 


TUNE-UPS 
6 C y lin d e r $12 
8 C y lin d e r $15 
includes parts 
TEMPO 
Thom pson Hills 


13-B-Wrefker Service 


N O T IC E 
A ll 
CITY 
tow ing 
$4 
N ig h t tow ing $1 extra Shoem oker 


W recker 
Service 
8 26 608 5 or 8 27 
0102 


IS 
Motorcycles and Bicycles 


USED CAR SPECIALS 
ALL NAVE REEN REDUCED 
FOR QUICK SALE 
1949 MERCURY, 4 door, full power and 
air, only 77,000 milos, extra clean. 
Only..................................$1995 
194B BUICK Skylork, 2 dr. H.T. oir 
cend., extra cloon . . . . Only $1795 
1947 FORD Foirlone 500 XI, 2 dr. HT, 
V-8, automatic, extra clean . . $1195 
1947 PIYMOUTH Belvedere II, 2 dr. 
HT., V-B, automatic, clean. . . $995 
1948 VOLKSWAGEN, 2 dr. Deluxe, 
SPECIAL P R IC E ....................$1195 
1944 BUICK Sport Wogon, V-B, oute- 
motic, power steering, power brakes 
factory a i r ......................... $1395 
1944 FORD Custom 500, 4 dr., V-0 
outamotic. Goad C o r..............$895 
1945 GALAXIE 500, 4 dr., V-B, auto­ 
matic, power steering, factory oir, 
extra clean......................... $495 
1944 DYNAMIC OLDS 88, convertible, 
V-B, full power, obeve overage . $495 
1944 FORD Folcon Future, 4 dr., 4 cyl. 
air cond. extra cleon..............$495 
1944 CHRYSLER Newport, 
4 dr., V-B 
automatic.................Special $395 
1944 EORD Goloxie 500, V-8, stick 
Only ............................... $495 
1944 FORD, 4 dr., 4 cyl. stick. . $39$ 
1941 CHRYSLER, 4 dr., V-B, 
auto..................................... $99 
1940 CORVAIR, 4 dr., outo., Sptciol 
........................................1149 
SOUTNSIDE AUTO SALES 
2617 East Broadw ay 
Phono 826-1964 


M O T O R C Y C L E S , 
mini cycles, 
m otoi 
Lukes (ind mini bikes W e buy a.>d 
sell 
Triumph Bfidgestone, 
11th and 


O h io 


1967 Y A M A H A , 4000 miles, excellent 
condition with Fahring ond saddle 


bogs C all 8 27 0622 offer 5 30 p m 


1969 S U Z U K I 250 C C (S a v a g e ) ex 
cellent condition $425 Phone 8 27 
0691 


197 0 H O N D A 350, like new 
Phone 
8 27 08 37 


14-A 
Repairing 


N O T IC E 
M E C H A N IC S : 
W e 
repair 


all m akes an d m odels of electric 
oftd a ir 
im pact wrenches 
Palm er's 
Tool Sup ply, 181 I South lim it 


TRUCK & TRACTOR 
REPAIR SERVICE 
* 


Gasoline and 
. 
Diesel 


Qualified M echanics 
HOW ARD TRUCK & 
EQUIPMENT 
3110 W. Broadw ay, Sodalin 
826-3571 


' 17 
Wonted Automotive 


W E 
BU Y 
C LE A N 
U S E D 
C A R S 
foi 
cash C all 8 26 5400. 8 am to 5 pm 


11-A — Mobile Homes 


Ladies — Phone in your 
Rummage or 
Garage 
Sale ads by 4 PM the 
DAY BEFORE it is to ap­ 
pear in the paper. Sun­ 
day ads must be in by 
4 PM on Friday. 
PHONE 826-1000 


REN T 
O R 
SA LE 
12x50, 
m obile 


home. Located in H eritag e V illag e 
8 26 3012 or 8 26 1622 


EXTRA 
N IC E 
m obile 
home, custom 
built, 2 bedroom . C o ll after 5 P AA. 


8 16 28 5 338 3 or 8 16-28 5 3335 Ionia. 


MOBILE HOMES 
RENTAL PURCHASE SYSTEM 
"N t Dtwn FaymMt" Frtf Dglivtry 
CtmplQltly furnishtd. 
SIDE'S MOBILE HOMES 
Hwy.4S$*utli SQd«lia,MQ. 
•a4-9S4BKifb N«tttr, M*. BI4-t4>-U$S 


SLIP 
C O V E R S , 
U P H O L S T E R IN G , 
ecining, d raperies, restyling 
John 
M illnr's Upholstering 
613 South Fn 
gineer N o phor>e service 


W ELL 
DRILLER, 
llO Y D 
D E U S C H lE 


8 26 2559 
N e w wells drilled, old 
wells 
rep aired 
Pumps, 
finoncing 
Sohsfaction guaranteed 


W E B U Y A N D PICK U P |unfc cprs, 
$5 ond up C o ll 8 26 3039 


19 - Building and Controcting 


H O M E 
IM P R O V E M E N T S 
C orpen 
try 
Roofing 
Pointing 
Sidm g 
Cement work 
G e o rg e Hudson 
C oll 
8 26 298 1 


H O M E 
IM P R O V E M E N T S 
C or 
penter w ork, siding, roofing, point 


liig, concrete work 
Reasonable 
Roy 
Koele, 8 26 8 7 59 


C O N C R ET E 
W O R K 
Repoir 
bose 
ment walls, fix cracked floors, run 


sicJewolks, 
steps ond p atios 
Phor>e 
8 26 4456 


H O M E 
IM P R O V E M E N T 
C abins, 
room ad d itio n , painting, roofing, 
concrete 
Free 
estimotes, 
small 
or 
lorge 8 26 2526 


C O N C R E T E 
W O R K , 
pottos, 
side 
w alks 
and 
d rive w ays 
Concrete 
floors for m etal buildings 
Free esti 
motes 8 26 8 140 


19-A— Sodding 


'^ED A IIA 
S O D 
C O M P A N Y , 
Blue 


G ross Sod 
N e w and old lown* 
Fr».«. estimrites Coll 8 26 0452 


24 
lownderinq 


IR O N IN G S 
W A N T E D , 
all 
work 
g uaran teed 
Pickup 
and 
deliver 
Also violin rep airin g ond b ow hairing 
8 26 8 956 


75 
Moving, Trucking, Storage 


SAAITHTON S T O C K Y A R D S o pen M o n 
d ays 
Pick op ony am ount. Elm er 


O ' 
Paul 
Boss 
Florence. 
Phorse E M 
B 2528 


W A N T E D 
L O W 
B O Y 
H A U L IN G 
O bjects 
O verleng th 
Steel, 
lum 
ber 
Form 
buildings 
M a ch in e ry 


Vehicles, etc 
Across town or nation 
8 26 8 997 after 6p m 


24-A — Painting, Decarating 


P A IN T IN G 
A N D d ecoroting, 
inside 
and 
out 
Pap er 
steam ing, 
tile 
flooring, odd jobs 
C h arles Hornby, 
8 26 5234 


32 
Help Wanted 
Female 


C LERICAL 
W O R K , 
some 
g eneral 


know ledge of b oo kkeep in g 
Send 
resume 
to 
Box 
901 
core 
S e d a lia 
D em ocrat 


W A IT R E S S 
W A N T E D , 
one 
port 
time, one full time A p p ly in person 
after 1 p m M issouri Bo w l, 105 South 


Missouri 


E X P E R IE N C E D 
W A IT R E S S , 
m ght 
shift, 9:30 p.m 
to 5:30 o m 
Fn 


d ay, 
S a tu rd a y and 
Su n d ay nights 
N u W o y C o fe , 8 26 97 .30. 


E X P E R IE N C E D 
B E A U T IC IA N 
full 


or porttim e for vacation s 8 26 0398 
before 5 PM . 8 27 07 8 3 or 8 27 9907 
after 5 P M 


E X P E R IE N C E D 
W A IT R E S S 
6 
a m 
to 
2 
p.m 
shift 
C o ll 
8 26 97 30, 


N u W a y C a fe , 916 South lim it 


W O M E N W A N T E D for counter work 
A p p ly ot D og N Suds, 1915 South 
lim it 


M A T U R E N EA T W O M A N to live m 


and help care lor m entally retard ed 
children 8 26 9216 


MFA 
INSURANCE 


HAS 


Immediate 
Openings 


FOR 
* SALARIED AGENTS 
* PART TIME AGENTS 
* MANAGEMENT 
TRAINEES 
No expr. necessary 
* IMMEDIATE M'GEMET 
Positions for Experienced 
Casualty Agents 


A AAULTI LINE CO. 


SELLIN G 


* Auto 
* Fire 


* Homeowners 
* Life 
‘ Health 


* Auto Financing 


* Business & Group Lines 


CALL 


RICHARD WERNER 
8 2 6 -5 2 9 5 


34- Help— Mole ond Female 


M A N O R W O M A N to supply fom 
ilies w ith Ro w leig h Products 
Con 
earn $5 ond up on hour 
Port or 


full time 
W rite 
giving 
phone no 
Roy H arris, Ro w leig h C o , Freeport, 
III or coll 8 15 232 4161 


G R O C E R Y 
ST O RE 
M A N A G E R m eat 
cutting experience d esirable, M F A 


Exchange, Lincoln 547 3621 8 A M 5 


P M N ig h t 668 3553 


w a n t e d 
m a n a g e r 
B ro a d w a y 
Arm s Aportm ents 
Interview from 
12 to 4 p m , M a y 7 th, 197 1 
A p a rt 
ment 8 


E X P E R IE N C E D 
E V E N IN G 
C O O K 
A p p ly in person. Pit Stop C afe 


South H ig h w a y 65 


OPENING IN DRESDEN 
area and SEDALIA 
SPRING FEVER? 
Get 
more 
out 
of 
life be 
on 
Avon 
Representative. 
Turn 
extra 
hours 
into 
extra 
cosh. 
It's 
fun 
and 
easy; 
no 
experience necessary. 
W rite Dorothy W ord, P.O. Box 205 
Sedalia, 
Mo 
In 
reply, 
give 
phone 
and 
direction 
to 
your 


h o m e 


'LOOK" 
SINGLE PEOPLE AND 
RECENTLY MARRIED 
COUPLES 
AGES 18 ANDOVER 
W e have immediate openings 
for 
6 
people 
to 
represent 
a large Southern Firm. Must 
be neat and FREE TO TRAVEL 
Midwest and Southern States. 
No experience necessary. W e 
train you. 
Expense 
account 
to start. New car transporta­ 
tion furnished. Average earn ­ 
ings, $450 monthly. Apply in 
person to: 
Mr. & Mrs. Charles Dovis 
$unsct Motel, Hwy. 65 South 
MONDAY, 3 P.M. to 6 P.M. 
Parents welcome at interview. 
No phone colls, please. 


34 
Situations Wanted-- Female 


J3A— Salesmen Wanted 


C A REER 
O P P O R T U N IT Y 
M u tual 
of O m a h a and United of O m a h a 
C all 
8 27 18 04 
Eq ual 
O p portun ity 
Em ployer 


WE NEED 2 G O O D 
CLEAN CUT SALESMEN. 
W illing to work and earn big 
money. Prefer men presently 
selling 
autom obiles. 
W rite 
complete resume to P.O. Box 
8 43, Sed alia, Mo. 


B A B Y S IT T IN G , 
in 
your 
home, 
su m m e r 
m o n th s . 
R e l i a b l e 


Experienced 
References 
a va ila b le 


Coll 8 26 697 9 


E X P E R IE N C E D 
M O T H ER 
w ill 
b a b y 
sit, in my home, m eals furnished, 
any hours C all 8 26 8 413 after 5:30 
p m 


W A N T E D 
W ILL 
C A R E 
for 
your 
children, hot m eals, reasonable, no 
ag e lim it D ay, night 8 26 4456 


18— Business Seivices Ollercd 


ST E T Z E N B A C H 
TREE 
SER V IC E 


and stump rem oval 31 1 East 25th, 
S e d a lia 
8 26 57 94 
Free 
estim ate 


Fully insured. 


W E LL 
D R IL LIN G 
w anted. 
All 
new 
ro tary 
equipm ent 
Jo y 
H arp er 


W e ll Drilling. C o ll collect. Peculiar, 


M o PL 8 6116. 


JA C K 'S B A C K H O E w o rk , septic tanks, 
sewer lines, w ater lines, d rive w ays, 
basements, pond repo ir, corner post. 
8 26 8 269 before 7 or after 4. 


SEPT IC 
TANK 
C L E A N IN G , 
w ork 
g uaranteed . E. A. Esser, Route 2, 


Sed o lio Telephone 8 26-8 622 or 8 26- 
9997 


ELEC TRIC 
M O T O R 
R E P A IR S . 
All 
m okes. W o rk g uaranteed . C ole ond 
rrvsrser Biertrlf, 71B South Kftttuckv. 


33 
Help Wanted 
Male 


EX E C U T IV E 
TYPE 
needed 
for 
un 
usual m ark et spot G o t |ob jitteis? 


W o n t to switch from d ea d to live spot 
W h ile you train you w ill be p a id $7 00 
$8 00 
month. 
Possibilities 
unlim ited 
after training including m anagem ent 


opportunities. If you ore intelligently 
am bitious w rite Box 900 C o re Sed o lio 


D em ocrat. 


S EM I 
D R IV E R S 
N E E D E D , 
experi 
ence 
helpful 
but 
not 
necessary 


Local 
arsd 
over 
the 
ro ad 
training 
You can earn $10,000 to $15,000 per 


year 
after 
short 
training 
Foi 
op 
plication ond interview , coll 314 241 


47 8 3, or w rite S afe ty D ept., United 


Systems, 
Inc., 
69 
W . 
East 
G ra n d 


Avenue, St. Louis, M issouri, 63147 


MECHANICAL 
ENGINEER 
Some Electrical Background. 
At least 3 to 5 years p rac­ 
tical experience needed. 


Send Resume to: 
PERMANEER CORPORATION 
Po»t Office Box 1268 
Sedalia, Mo. 65301 


W A N T E D : 
SH R U B B E R Y 
C a ll 8 26 38 38 
Trimming 


38 
Business Oppoilunities 


S U S IE 'S PO O D LE 
S H O P profession 
ol groom ing M o n d o y through f n 
d ay 8 27 2064 < Closed for vacation 
M a y 29th through June 14 . 


AKC 
SILVER 
m in ia t u r e 
poodle 
puppies 
Also, 
two 
white 
to/ 
puppies 
Reeto leffelm on 
(.o il 527 
3407 


T A N K S 
T RO PIC A L 
FISH 
Bnne 
Shrim p 
1423 South lim it 9 5 30 
F rid a y 9 9 Closed M o n d a y . 


R E G IST ER ED 
IRISH 
S IT T ER 
pup 
pie* 
outstanding p ed igree 
strictly 


hunting, reosonoble Coll 8 7 6 137 3 


AKC 
1 
YEAR 
O LD block 
ond 
ton 
mole chihuahua 
M osb y 
1500 S 
Summit 8 27 0299 


G R EA T 
D A N E 
P U P P IE S 
for 
sale 
$100 and op Phone 8 26 7 421 


AKC BLA CK toy poodle pups Reoson 
ab le 8 26 4925 71 I W e st 6th 


41— Hers««, CeftI*, OHier Steck 


2 
R E G IS T E R E D 
Q u arter 
Horse 
yearling colts 
Halter and trailer 


broke 
Sorrell line bred Three Bars 
and dork brow n colt by M aso n Cross 
8 26 68 23 


45 C O W S , 40 C A L V E S 
3 year re 
gistered Polled H ereford bull, pure 
bred Ham pshire Boors 8 26 3363 be 
fore 7 A M or after 6P M 


37 
Siluotions Wanted 
Male 


P A IN T IN G 
exterior, interior, town, 


country, 
relioble, 
free 
estimates. 
Phone 
collect 
8 7 9 201 1 
M a rsh a ll 
Junction H arold Crom ei 


P A IN T IN G , 
P A P E R IN G , 
Roofing, 
other odd |obs 
Reosonable. Coll 
Jam es M c N e o l, 8 26 457 4 


L A W N M O W IN G W A N T E D , reason 
ab le Phone 8 26 38 95 


O P P O R T U N IT Y FO R outstanding m an 


os a 
Skelly 
lessee, 
in attractive 


station Id eal location Q uolificotions 
are high C ontact Joh nny Jo rd a n 8 26 


2625 


M E R ( U R Y 
S A LE S 
A N D 
Service 
M a rk Twoin, Tom Sow yer, Richlirre 


bvKits 
(.offm cin M a n n a . South 65 
8 26 3900 


I R U ISFR 
1964 27 foot Trojan, sleep'. 
4 
low hours 
exrfillent condition 
R eoio no h le 8 26 6954 


C H RYSLER B O A T S 
M O T O R S , Soles 
Servire 
Brink financing Repoir uH 
m akes B o b s M o rio n 905 W est Pettr, 


lb FO O T L A R S O N 
7 5 horsepower, 
eie. trir stoft 
m otor 
H oln low 
tilt 
trailer ( oil 314 37 7 2294 


FOR SALE 
NEW CHRYSLER 
BASS RUNNER 
on Display! 
50-1 oil 39‘ 
BOB' S MABINA 
90S W utt Puttis 


S3 
Building Materials 


R O A D 
RO C K 
all 
sues and 
kinds 
D ial S'-d 5150 H o w a rd O u orries 


Y O R K SH IRE 
B O A R S 
an d 
gilts, 
purebred breed ing a g e , 4 '6 miles 
southwest 
lonio 
Phone 
28 5-3369, 
Jo h n Ficken 


PU R EBRED 
H A M P S H IR E 
boors 
and 
gilts 
East 
H ig h w o y 
50 
at 
C ity 
Limits W a lte r Bohlken, 8 26 7 7 67 


R E G IS T ER ED 
A N G U S 
H E IFE R S 
O ne 
og ed 
herd 
bull 
M o u rice 
Schneider call 8 26 48 94 after 6 p m 


R E G IS T E R E D 
A N G U S 
BU LLS 
for 
sole 
C h arles W 
Bluhm , Route 2 
8 26 47 41 


20 E W E S . 11 
LA M B S , 4 
block cow s 
with colves, 2 sows, 16 pigs 
8 26 
0991 


R EG IS T ER E D 
A N G U S 
BULL, 
Er 
miter breed ing , 2 year old, proven 
1 0 0 % 8 27 0698 


T W O 
BULL 
C A L V E S , 
registered, 
block Angus, 14 months old 
C oll 
8 26 137 3 


G O O D 
FR ESH 
Holstein 
cow 
C arl 


A lexander 
Phone 8 26-7 48 1, Route 
2. Hughesville, M o 


49— Poultry ond Supplies 


G O O D 
L A Y IN G 
H E N S , 
4 
horse 
pow er 
g ard e n 
tiller, 
brush 
and 
weed cutter, w in d o w fons, shingles, 
siding, 8 26-5964. 2201 South M o rvm . 


51-Articles for Sale 


E V A P O R A T IV E W IN D O W mount cir 
cooler, 2 speed, larg e w in d o w fan, 


2 speed. Sears riding law n m ow er, 26 
inch cut, 4 ''7 horsepow er fishing boot, 


14 foot; b rea k fast tab le and 6 chairs 
1423 South Pork after 5 All items in 
good condition 


G A S D R IV EN G O L F C A R i’ for sole, 


good condition, 2 passenger, $125 


W on ted : 
M e ta l 
sink 
and 
cabinets 
115 Sooth G e n try 8 26 7 555 


LOFTY 
PILE, 
free 
from 
soil 
is the 
carp et cleoned 
with 
Blue 
Lustre 
Rent electric 
shom pooer 
$1 
C oast 


to C oast Store 


C E R A M IC S 
G R E E N W A R E SA LE, 
3 0 % off M a y 28 to Ju ne 15 Inge's 
C eram ics, 
W a rs a w , 
M o 
Closed 


W ed n esdo ys and Thursdays 


C U S T O M 
P IC K U P 
C O V E R S . 
W ill 
build 
to 
order. 
Also, 
rep air 
all 
m akes C all 8 26 148 8 


K E N M O R E 
ELEC T RIC 
ST O V E 
dou 
ble oven, very nice 
Also, p layer 
piano. C oll 8 26 9991 


FISH ER 
P O O L 
TABLE 
4x8 , 
p layin g 


oreo, com plete with accessories 6 
months old 8 27 I 233 after 5. 


U S E D C O F F E E M A K E R 
stoves, rest 
ouront type, g as and electric 
See 
ot Dixie Kitchen Food Products. 


G O O D 
U S E D 
C O L O R 
and 
block 
and 
w hite 
TVs. 
All 
models. 
The 


R ad io Shop, 100 South O h io . 


P IC N IC 
TA BLES, 
redw ood 
stain, 
6 foot long, 32 inches w ide 
625 
East 24th 8 26 7 010 


BA R R ELS 
FO R 
SA LE. 
$2 00 
eoch 


Pick up a t D elo n g's, Inc. H ard in g 
Street, S e d a lia , M o . 


U S ED 
M O W E R S , 
Riders, 
$35 
up 
Push type $10.00 up M id w est Auto 
Stoies, 4th and Lomine 


C LO T H ES 
LIN E 
P O S T S 
for 
sale 
$15 per set Bud's Solvo g e, M a in 
& 
M ill 8 26 1900 


D R A PES, 
2 
PA IR, antique gold 
on 
white 
w ith 
lining. 
Sw ag s. 
8 26 
37 8 6 C a ll evenings and Sun day 


FOR SA LE: 15 foot chest type deep 
freeze Phone 343 5651 


ALUMINUM 
AWNINGS 
Custom M ado. Froe Estimates. 
HANDLEY'S 
119 South O sa ge 
8 26-2244 


40 
Money to loan 
Mortgages 


M O N E Y 
A V A ILA BLE 
for 
long term 
loons on larg e and small forms. 
Federol 
Land 
Bonk 
Association 
of 
Sed o lio , 28 11 
South Limit, S ed o lio , 


M o . 8 26 8 67 7 
G e ra ld E. H oncock, 
M a n a g e r. 


47— Dug*, Cots, Other Pets 


S IA M E S E 
K IT T EN S 
FO R 
SA LE, 
housebroken, coll 8 26-3537 Sundoy 
or after 5 p m. w eekd oys. 8 26-0252 
b efore 5 p.m 


M A LE 
B O R D ER 
C O LLIE, 
yeor 
old, 
free to good home. Sm all Q u arter 
Horse 
m ore and 
2 
ye ar 
old 
colt. 
8 27 1667 


THE 
R O Y A L 
P O O D LE 
Professionol 


a l l 
b r e e d 
g r o o m in g . 
B y 


oppeintm ent 826-B435. '106 South 
Ohio Closed Monflavt. 


S5A— Form Machinery 


Farmall H, IHC 560 Gas 
with 2 Pt. hitch, IHC 706 
Gas with cab and 3 Pt. 
hitch, IHC 806 with 3 Pt. 
hitch, 12 foot Kewanee 
wheel disc. New F, 544 
Gas with 3 Pt. hitch, TA, 
& power take-off. $4495. 
Used 7 HP - IHC Cub 
Cadet with38 inch mower. 
HOWARD 
TRUCK & EQUIP. CO. 
3110 W Broadw ay 8 76-3571 


54— Fuel, Feed, Fertilizer 


S W IF T 
FA R M 
C EN T ER 
20th 
& 


C arr. 
Fertilizers, 
blend, 
b ag g e d 
liq u id 
N itrogen. 
Anyhydrows 
am 
m onio, form chem icals. Custom op 
plication. 
Terms 
Pioneer 
Bran d 
Seeds. Blight resistant corn. 8 26-7 456 


57— Good Things Te Eat 


FREEZER BEEF SALE 


FROMTQTRS............... 57-lb. 
HALVES..................... 47* lb. 
MIMOQTRS.................. 79 lb. 
All beef 
U.S.D.A. cheice.. 
Allew 
twe weeks fer erder. 
Beef is 
preperly aged, freezer wrapped 
end frozen. 


Call Collect 
CASH UNITED SUPER 
Cole Cam p, 668 -3700 


57-A — Fruits and Vegetables 


T O M A T O E S , 
S T R A W B E R R IE S , 
Let 
uce. C a b b a g e Red, white potatoes 
A p p les, 
red , 
y e llo w . 
S p e e d y'» 
Proiduce, 3000 Clinton Rood 


59— Household Goods 


T W O 
PIEC E 
B E D R O O M 
SU IT E, 


$20 O ne Philco refrig erato r, $25 4 
burner 
gas 
stove, 
$12 50 
One 
b reakfast 
set, 
$10. 
O ne 
dresser, 


$7 50 31 5 East Third 8 27 2054 


FO R 
SA LE 
ST E R EO 
with 
FM 
ra d io 
Set 
twin 
beds 
Exerciser 


S o m e 
re c 
ro o m 
fu r n it u r e 
M iscellaneous 
C^ll 8 26 1946, days. 
8 26 9138 , nights. 


42— Musitol Merthondise 


9 
PIE C E 
SET 
of 
A po llo 
drums 
G o ld m etal flak e covering, S300, 


will sacrifice S250 8 27 0463 


THREE G O O D 


USED 
ORGANS 


O ne W alnut Finish 


One M ap le Finish 


O ne Fruitwood Finish. 


Each O R G A N in PERFECT 
C O N D IT IO N . 


PRICED TO SELL. 


SHAW MUSIC CO. 
702 South O hio— 8 26-068 4 


U SED W A S H E R S 


Start at »29— »5 Down, »1 W eekly 


827-01T4 
118 W . Second 


USED ALUMINUM 
f^ RINTING PLATES 
22 " X 32" X .010" 
Suitable for flashing, 
in$,ulating and many 
other uses. 
'25^ Each 
Call at 
Sedalia Dtmocrat 


O N E 
B E D R O O M 
A PA R T M EN T 
fur 


ntshed unfurnished A vailab le naw 
Som erset 
Aportm ents, 
W est B ro o d ­ 


w a y at Ruth Ann D rive, 8 26 6340 


2 
a p a rt m e n t s 
one 
with 
kitchen 
ettr* 
Furnished 
utilities 
p 'n d 
private 
entrance 
W o rk in g 
m an 
preferred Phone 8 26 04 I 3 


S P A C IO U S . 5 room 
bath, upstoirs, 


fu rn ish e d 
d is p o s o l, 
p n v o t e 
entrances 
In q u ire 
1214 
Sou th 


Kentucky ofte- 10 30 om 


3 R O O M ^ f u rn i s h e d upper, p rivate 
both, entrant e utilities p aid C ouple 
preferred 
M cst 
hove 
references. 


8 7 6 07 32 


3 
R O O M S 
A N D 
PRIVATE 
both. 
furnished. 
( ram er 
Aportmrmfs. 
109 7 Eost Second ' all 8 26 8 661 


3 ROONAS F U R N IS H E D upper, pn 
vote entrance, utilities p aid 
C all 
8 26 6532 after 5p m 


SE D A LIA 'S LUXURY 
APA RT M EN T S 
Swimming Pool, Air Conditioned, 
Completely 
Carpeted, 
Drapes, 
All 
Electric 
Kitchen, 
Furnished 
or Unfurnished 
T O W N H O U SE M A N O R 
10th A Sfete Fair Bled. 
624-540$ 


TWO BEDROOMS 
Large living room, dining room, 
kitchen, ceramic 
both, 
central 
oir, beautifully decorated, w.w. 
carpet throughout, 
private, 
no 
pets luxury living $160 per month 
S24-3443. IVININGS, B24-5B54 


75 
Business Pieces lot Rent 


A G E N C IE S , D O C T O R S , others need 
ing 100 to 3,000 feet of attractive 
offices 
Parkin g 
Bill Yarb oro 
8 26 
7 349 


75-6 
Building for Rent 


BUILDING FOR RENT 
3300 SQUARE FEET 
Thompson Hills 
Shopping Center 
Plenty af free parking. 
Presently equipped far affice. 
Available M ay 1st. 


CALL 8 26-7500 
Evenings, coll 826-7819 


7 5.D— Duplex lor Rent 


5 R Q Q m S, F U R N IS H E D , 2 bedroom , 
lower, d esirab le 
dose in, no pets 


Adults preferred 
8 26 8 396 or 8 26 
338 6 


5 
ROOMS, 
UNFUR- 
NISHED, lower, carpeted and 
draped, water 
and 
heat 
fur­ 
nished. $135 month. Adults, no 


PHONE: 
8 2 6 -2 3 0 9 or 8 2 6 -70 4 6 


76-A — Posture for Rent 


PA ST U RE 
FQ R 
REN T 
Phone 
347 
5927 , LaM opte, M o 


214 A C R E S g o od im proved posture 
C ash rent Phone 8 26 4497 


77 — Houses lot Rent 


2 Q R 3 B E D R Q Q M house for rent, 


1427 South Sneed 
C all 8 16 229 
8 555 Blue Springs, M o 


U N F U R N IS H E D 
M Q D E R N 
2 
bed 
room , $7 5 m onth, a va ila b le M a y 
16th, 8 26 9955 


H Q U S E 
FQ R 
REN T 
South 
Q hio. 


2 
bedroom , 
adults, 
one 
child. 
Decorate to suit C a ll 8 26 037 4 


81— Wonted— To Rent 


63— Seed«, Plants, Flowers 


PLA N T S ca b b ag e , 
broccoli, 
tom ato 
17 
voiieties, 
pepper, 
pansy, 
other varieties. Thomas Greenhouse, 
125 East W aln u t 


48— Rooms without Bocjrd 


S L E E P IN G 
R G O M S 
for 
gentlem en. 
Sho w er 
ond 
p rivate 
entrance 
C lean, attractive, close-in 
322 W est 
7 th 8 27 0646 


49-A — House Troilers for Rent 


2 B E D R Q Q M furnished m obile homes 
for rent Conveniently located neor 


school and shopping oreos N o pets 
W ilson's Trailer C ourt Coll 8 27 1 I 7 5 


BR A N D 
N E W 
M Q B IL E 
home 
for 
rent in S e d a lia , 1 2x60 8 26 1 58 ' or 
coll collect 314 37 7 2916 Stover 


49 — C— Mobile Home Spate for Rent 


TRAILER 
S P A C E , 
rural, 
w ater 
fur 


nished, coll 8 27 0635 


74— Apartments ond Flots 


M Q D E R N 
F U R N IS H E D 
b ung alow 
type 
bachelor 
aportm ent, 
very 


desirobie, 
am ple 
clothes 
closet 
utilities 604 D W e st 6th 8 26 48 8 5 


B R Q A D W A Y 
A R M S 
A P A R T M EN T S 


Three 
room 
furnished 
efficiency, 
adults, no pots. Phone 824 720? 


W A N T E D : 3 B E D R Q Q M H Q M E to rent 
in the Heber Hunt school district by 
June 1st, 197 1. W ill be a counselor 


with State Fa ir Com m unity C ollege. 
Contact: Ja c k Fow ler, 2 C a lla w a y Dr., 


Fulton, 
M o 
A reo 
Code (314) 642 
7 461 


82-A — Business for Sole 


N U R S IH G 
H Q M E 
for 
sale, 
reason 
able. Reason 
poor health W rite 


Box 903 C a re S e d a lia Dem ocrat. 


2 B E D R Q Q M M Q D E R N home, edge 


of la M o n te , nice town, lots shade, 
reasonably p riced. C all 8 26 9057 


83— Farms ond land for Sale 


8 0 A C R E S, 
U N IM P R Q V E D , 
8 miles 
south of S ed o lio just off l^ w b w ay 
65. $225 acre 1 353 0290. 


17 
A C R ES, 
fenced, 
no 
im prove 


ments 
12 m iles northeast 
Phone 
8 26 4497 


14— Houses fer Sale 


BY Q W N E R : 
3 
year 
old ranch, 3 
bedroom , attach e d g a ra g e , chain- 
link fence. 915 South M onroe. C all 
8 26-9567 for appointm ent. 


BY Q W N E R , larg e 3 bedroom , den, 
new carpeting , new furnace, new 
choin link fence, new ly painted 
Loan 


could be assum ed 8 26 6317 


DUPLEX 
N E A R 
Sm ith Cotton 
H igh 
School. 
G o o d 
investment 
Rhone 
8 26 2161 


BY Q W N E R , 2 bedroom , larg e lot, 


7 years old, g o od condition, fenced 
yard $10,500 8 26 68 06 


3 
B E D R Q Q M 
M Q D E R N , 
furnished 
or unfurnished. 438 648 8 


SPECIAL 
Small 2 Bedroom Brick 
Large garage with screen- 
ed-in picnic patia. Good 
southwest location. Only 
$11,750. 
DAN L. JONES, REALTOR 
8 26-3692 


The Sedalia Democrat, Thursday, May 6, 1971— 19 
Cluttered Closets Uncluttered Fast With Fast Acting Want Ads. 82 6-1000. 


84 
H ouses for Sole 
85 
lots for Sole 


BY 
O W N E R 
? 
be droom 
brick 
dinm g room c orpe te d H e be r Hunt 
School 
5 *4 FHA loori W ill consider 
second for e quity 
C oll 8 2 6 0 5 1 4 or 
8 2 6 2 9 72 afte r 5 p m 


^ 
r~ s al F 


NEW LY CONSTRUCTED 
SUBURBAN, 3 BEDROOM 
Kitch e n , fa m ily ro o m , 1% b a th s, 
ca rp e te d , o n a la rg e lo t, w ith 
la ke fro n t, a ll u tilitie s. 
Also , 
ch o ice 
b u ild in g 
lo ts 
fo r 
sa le . 


PHONE 8 26'*2260, if no an sw e r 
call 8 2 6-5 8 0 4 . 


LOTS FOR SALE 


NICE LARGE BUILDING LOTS 
FOR SALE ON PAVED STREETS. 


T h o m p so n Hills A d d itio n 


CONTACT: E.W . TH O M PSO N 


8 2 6-75 0 0 . Ev e nings, call 
8 2 6-78 1 9 . 


FOR SALE 
2 STORY BUILDING 
in Florence, M o. 
40x 51 Tile, built good, 
well 
water and modern, good con 
dition 


Was 
a tav ern, suitable for 
store or apartments o r g a ra g e 
business. 


Fo r in sp e ctio n 
call CLYDE H.KANENBLEY,Adm. 
_________ 
8 2 7-2 74 8 . 


2 CHOICE LOTS ON 
LAKE OF THE OZARKS. 
No. 1 Grandv ue Sub div ision, 
oft State Road F 
Sun 
Rise 
Beach (Acrass from Tan Tara 
Resort) S5.000 No. 2 Arrow 
Head Estates, Benton County 
(Between Turkey Creek 
and 
Cole Camp Creek) well dug 
septic in. $4,000. 
Co n ta ct: 
GENE CHAPLIN 
8 27-073 4 o r 314-3 46 -5 6 6 1 


EXCLUSIVE 
1310 
W e st 
16th, beautiful older home, 
3 
bedroom, 
liv ing 
room, 
dining 
room, 
kitchen, 
full 
basement. Shown by appoint 
ment only , 
E X IU S IV E 
1001 
South 
M u rray , 2 large bedraoms, 
liv ing 
room, 
large 
dining 
room, kitchen, 16 basement. 
See to appreciate. 


Call 
Ruby 
Wilkinson, 
8 26 
9 19 0, or 8 26 7167 residence. 


MITTS REALTY 
1716 W e st 9 th Stre e t 


86 - Shore, Mountoin, Lake for Sole 


2 
B E D R O O M 
C O TTA G E 
on 
lake , 
m ode rn. W h ite Branch Resort C all 
4 38 64 8 8 , W arsaw M issauri 


4 
B E D R O O M 
H O M E , 
c e ntral 
air, 


b o at g arag e , d ac k, sale pric e d m-d 
20's. 12 miles from lau rie , M issouri 
8 26 19 4 6 or 8 2 6 9 1 3 8 


87 — Suburban, Country for Sole 


12 
ACRES, 
MOBILE 
H O M E , 
m eter 
e d 
gas, new we ll. 
W ate r, septic 
sy stem, 2 '? miles $1 0 ,9 5 0 8 2 6 9 1 68 


8 9 
W o n te d 
K e ol Fstote 


W AN TED 
W e Pa y 
Ca sh 
fo r 
m e d iu m - 
p rice d 
h o u se s. 
Fo r 
q u ick 
so le , 
co n ta ct: 
Jo h n 
Be a tty, 
Bro ke r. 8 26 -3 6 6 3 . 
SHOW-ME REAL ESTATE 


PUBLIC SALE 


As I h av e sold m y hom e , I w ill sell the fo llo w in g at public 
auc tion at 314 East 5th St. in S e dalia, M o ., on: 
FRIDAY, MAY 7TH, AT 1P.M. 


M e tal porch glider, nice 
M e tal lawn chairs, good 
Rocking chairs, chaise lounge 
O ak straight back chairs 
Platform rocker, bookcase 
Telephone table, occa. tables 
Large wardrobe, storage chest 
Remington portable ty pewriter 
Speed Queen wringer washer 
Copper wash boiler, trunk 
Kerosene heater, scales 
Cuckoo cloth, other clocks 
Dinette set & 4 chairs 
Bed (complete), dresser, chest 
Folding bed & mattress 
comp cot, ice chest 


Terms: Cash 


Electric fans, like new 
Pressure cooker, hot plate 
9 x 12 rug, throw rugs 
G.E. sweeper, floor wox er 
Lot of dishes, cooking utensils, 
Mix Master, picture frames, 
mirrors, lamps, fruit jars, 
curtains, linens, etc. 
Lot carpenter tools 
Lot garden tools 
Bench grinder & motor 
Vise, elec. drill, garden hose 
Large point spray er & gun 
Small point spray er & gun 
14' ladde r, step ladders, fishing 
equip. & many other items. 


N ot re sponsible For ac c ide nts 
AMY A. BRINKMAN 


O le n E. Dow ns & H o m an R. W illiam s, Auc tione e rs 


CET THE 
PRICE BREAK HERE! 


MERCURY MONTEREY 


Se le ct-sh ift tra n sm issio n , a ir-c o n d itio n in g , tin te d 
g lo ss, 
p o w e r ste e rin g , A M ra d io , w h ite 
sid e w a ll tie s. D e live re d in S e d a lia . . 
^ # 2 3 
e 
0 0 


MERCURY 


H v t l v r I d v n s M n k e H v t t v r ( I n r s — 
iJ rirr* n M r r c u r y . . .Tht^n t iv c idv . 


TOWN & COUNTRY MOTORS 


Acro ss fro m Th o mp so n Hills Sh o p p in g 
Center 
3110 W e st B ro ad w ay 
8 2 6-5 4 0 0 


PUBLIC SALE 
As I am le av ing the state I w ill sell at public auc tion at 616 
N orth G rand the follow ing house hold articles on 
SATURDAY, MAY 8th at 1:00 P.M. 
Sev eral small tables, including 
step 
tobies, 
coffee 
table, 
drum table and others 
2 console T V sets 
Antique Chino Cabinet 
Very old buffet 
Solid oak library table 
Chiffrobe 
Three piece bedroom suite 
Fiv e piece dinette set 
Kelv inotor refrigerator 
Term s : Cash 


4 Nice dinning choirs 
metal kitchen cabinet 
New premium 40,000 BTU Gas 
heater 
Two wheel cart 


Dishes, Cooking utensils Tools 
tool cabinet, electric bench 
grinder & many other articles 
too numerous to mention 


N o th in g re m ov e d until se ttle d for 
Not re sponsible for accidents 
OWNER MRS. OLA RENNISON 
Auctioneer, Col. Bob Morby 
Clerk t C Shull 


PUBLIC SALE 


As I h av e sold m y hom e , I w ill sell the fo llow ing at Public 


Auc tion in northw e st corner of G re e n Ridge, M o. on 
SATURDAY MORNING, MAY 8 at 10:00 A.M. 


3-Pc. Bedroom Suite, complete, 
good bed, complete; Dresser 
Breakfast Table with four chairs 
Crosley Refrigerator 
Gas Ronoe 
Seigler Gas Heater, 45,000 BTU, 
good 
Adorns Gas Heater, 45,000 BTU 
Sy lv onio TV 
2-Pc. Liv ing Room Suite 
3 Rocking Choirs; Coffee and End 
Tables 
Lawn Choirs; Telephone Table 
Odd Chairs; 2 Radios 


Term s. CASH 


M ay tag Wringer Washer 
Drum Table; Cedar Chest 
Metal Utility Cabine t. Utility 
Table 
W ood Utility Cabinet 
Electric Sweeper; Pole Lamp 
Kerosene Lamp 
Throw Rugs; Pictures; Clock . 
Other lamps 
W hat-Nots; Linens, Bedding 
Step Ladder; Hand Tools; Grass 
Seeder 
Dishes; Cooking Utensils and many 
other small items 


N ot responsible for accidents 
J. E. MOON 


Olen E. Downs and Homan R. Williams, aucts 


PUBLIC SALE 


As w e h av e sold our hom e an d are le av ing the state , 
w e w ill sell the fo llo w in g at 2511 Ste phe nson, Southw e st 
V illag e , S e dalia on 
THURSDAY, MAY 13 at 12:30 P.M. 
P a r tia l L istin g : 


G ra n d m o th e r's Clo ck, n ice 
S to re y a n d C la rk Pia n o a n d Be n ch , n e a rly n e w 


3 -Pc. M e d ite rra n e a n Be d ro o m Su ite , co m p le te 


2 A n tiq u e Bra ss Be d s (tw in size ) co m p le te w ith Hiq h Bo y 
Du n ca n Ph yfe D in in g Ro o m Su ite 
S e cre ta ry 


So fa P a tio Fu rn itu re 
De e p Fre e ze r 
Pictu re s, D in e tte Se t, e tc. 


This is an outstanding sale. W atc h Sunday pape r for 
c om ple te list. 
DR. W. C. CARTON 


O le n E, Dow ns an d H om an R. W illiam s, Aucts. 


PUBLIC SALE 
As I h av e sold m y Blac ksm ith Shop, and H om e W hic h I hav e 
o pe rate d for 34 Years. I w ill sell all of m y shop e quip, and 
Tools at Public Auc tion, Located at 601 
East 
Boonv ille St., 
S e dalia, M o ., On: 
SAT., MAY 8th Come Early At 12:00 P.M. 
Large Drill Press 
Little Giant Trip hammer 25-lb 
impact 
150 lb. Farrier Anv il 
3 Blacksmith Vises 
1-Large Bench Vise 
Blacksmith's Fireplace 
2 Electric blowers 
1-Belt driv en Blower 
Thread Cutter 
Fay -Scott Lathe 
1 Industrial Table saw 
1 Chain Saw 
Bolt Cutter 
150 lb. Swedge Block 
Sev eral assorted Sizes Drill Bits 
Assorted sizes of Blacksmith Tongs 
Sev eral assorted C. clamps 
Sev eral Emery Wheels, Some 
on stands 
1 Chain Drill 
1-% in. Elect. Drill 
1-21 in. belt sander 
Lot of assorted size wrenches 
Welding benches. 
1 - 1 ton chain hoist. 
Sev eral Pipe Wrenches, 36 in. down 
Lawn Mower Sharpening machine 
Block and tackle, 75 ft. rope. 
Small block and tackle 
Large Iron Shears 
Circle Saw Blades 


TERMS 
Oscar and Bessie Hasfurther, Owners 
J e rry O ndrac e k, A uc tione e r 
Pat B row n, Clerk 


N ot Responsible for Accidents 


SALES 


WILL 


TAKE 


ARISE 


IF YOU 


USE 


WANTS 


ADS 


TO 


ADVERTISE! 
8 26-1000 


WE'VE GOT THEM!! 
• QUALITY NEW CARS! 
• THE BEST PRICES IN THE STATE! 


Choose the new car y ou w ant from 
a large stock of '"ready to go" models 
all at the "best prices" in the state. 


ROUTSZONG-MALMO - competing against ev ery 
other car dealer in the state - has been 
awarde d a contract for the deliv ery of 
a number of cars to the state of 
Missouri. ..a contract awarde d 
on the basis of PRICE plus QUALITY 


ROUTSZONG-MALMO MOTORS, INC. 
OLDSMOBILE - PONTIAC - CADILLAC 


29 01 S. Limit 
Sedalia 
» 26-6212 


PUBLIC AUCTION 


I w ill sell furniture and othe r ite m s at public auc tion at 1324 


W e st 5th St on: 
SATURDAY MORNING, MAY 8TH, AT 10 A.M. 


12 go single barrel! shotgun, 
good 
22 Winchestrr rifle, good 
Antique Alladin lamps 
C olemor^ ' mtern 
& pole amp 
C ouch & 2 chairs 
Bunk bed & corner table 
Elec lamps & elec fans 
Antique ^4 walnut bed 
Small buffet & table 
4 bar stools 


Terms: Cash 


Iron bed complete 
Wood heating stov e 
2 in house jacks 
Metal table & 4 chans 
( haise lounge & 2 metui 
lawn chans 
Carpenter tools & garden tools 
3 garden plows 
Dishes cooking utensils 
Other items too numerous to men 
fion 


N othing to be re m ov e d until se ttle d for. 
N ot re sponsible for accidents 
RIVAL RHOADS, Owner 
J . W . H am m o n d Auc tione e r 


PUBLIC SALE 
As w e hav e sold our farm and are le av ing O tte rv ille , w e w ill 
sell the follow ing at the farm loc ate d 2 m ile s east of O tte rv ille 
on H w y . 50 to Route C., the n north on Route C one m ile , on: 
SATURDAY, MAY 8TH, at I P.M. 


M W chest ty pe deepfreeze, good 
M W refrigerator, good 
Crosley refrigerator good 
Perfection elec range, nice 
M ay tag wringer washer good 
Hotpoint automatic dry er 
Dinette set & 6 chairs, nice 
3 pc bedroom suite compì 
2 pc bedroom suite, compì 
12x 13 rug near new 
9 x 12 rug, throw rugs 
2 pc. liv ing room suite (nicei 
Hide o bed, recliner choir 
Swiv el rocker, platform rocker 
End tables, lamps, pole lamp 
Elec. fans, radio, dishes 
Cooking utensils, pressure Conner 
Remington 22 rifle, good 
A N TIQ UES 
Seth Thomas Pendulum striking 
clock (good) 
Sessions mantle clock 


Antique lov e seat 
Rocking chairs, stroight choirs 
cone bottom choirs, tables, 
pie safe, cost iron bean pot, 
milk cons telephone, corn sheller 
iron coffee mill, sausage 
stuffer, doted fruit jors dishes, 
lot of depression gloss, old 
bottles, jugs, kerosene 
lamps picture frames, mirrors, 
insulators, Model T Ford ports 
& many other items 
M A C H IN E R Y & MISC. 
Allis Chalmers W C troctor good 
J D. No 5 mower good 
J D 2 14 plow tandem disc 
2 wheel traile r, wagon on rubber 
Garde n M ark riding lawn mower 
2 power lawn mowers, wheel 
borrow 
Anv il hand tools, steel b o r r e l s 
Many other items 


Terms: Cash 
N ot re sponsible for accidents. 
MR. & MRS. ELMER WARD 
O le n E. D ow ns & H om an R. W illiam s, Auctione ers 
AUCTION 
JACK & JAN'S 


So. 65 H ig h w ay - S e d alia, M o . 
7 P.M. FRl. MAY 7 


Sold to highest bidde r 


2-sond Grind Stones. 
Sev eral Elec. Motors 'A to 1'/? HP 
225 Amp. Electric Welder 
Lots of Chisels and Punches 
Sledges, Other Hammers 
Lot of shov el and spade handles 
Garde n Tractor and Attach. 
Antique wheel barrow 
2 Model T cor Jocks 
2 Model T spark plug wrenches 
W e ll Pumps. 
1 Monitor Pump Jock 
9 Rolls of golv . W ire No 9 on Down 
4-5pools of '*'8 golv . Cable ov er 
1,000 ft. to spool 
1-burroughs adding Moch 
Old Oliv er Ty pewriter 
16 Gouge Bolt action shotgun 
Sev eral Milk Cons 
Old Cider Mill 


Large Pot Bellied Depot Stov e 
1-Swiv el Choir 
1-Portoble Delux Elec, Sewing 
Machine new 
2 Dressers 
Some Crocks, Dijhes, Utensils 
Penny Peanut v ender 
2-Camel Bock Trunks 
4-Elec. Irons 
1-Poir Binoculars 
1-Gas Range. 


: CASH 


M e t al Cabine ts 


Table s 


Fire plac e Acc. 


Luggage 


Chain Saws 


T y p e w rit e rs 


Bibles 


W ashing Mac hine s 


Fishing Equip. 


S ilv e r w ar e 


Lighte rs 


C om m e rc ial M e t al 


She lv ing 


N U M E R O U S O T H E R IT E M S 


Auct. Phil Mathews 


U P S T A IR S W A R E H O U S E N O W O P E N 


19 69 A M X , automatic, red with black 
interior................ 
* 2 1 9 5 


19 69 FORD FAIRLANE, 4 door, Sedan, outo- 
motic, power steering, air conditioning . * I T 75 


19 69 CO UG AR ELIM INATOR, 
Yellow, 4 speed, 
front & rear spoilers, real sharp, 
* 2 1 9 5 


19 68 CHEVELLE SS 3 9 6, Yellow, white vinyl 
top, 4 speed, very clean........................ * 1 79 5 


19 68 CHEVELLE N O M A D W A G O N , V 8, 
standard, r a d i o 
• 1 4 9 5 


19 68 DODGE POLARA, Automatic, radio, air 
conditioning, 
extremely 
sharp, 
reduced 
to 
s e l l ..................................................... * 1 9 9 8 
FISHING CARS 


19 62 
PLYM OUTH 
STATIO N 
W A G O N , 
A 
real b a r g a in ..........................................* 1 75 


19 63 CHEVROLET, V 8. 
Take this one fish in g...............................* 2 2 5 


19 65 FORD, V-8, automatic, 4 door, Sedan, 
power steering, 
needs 
some 
work 
on 
en­ 
gine ................ 
* 2 0 0 


OPEN FRl. TILL 9 P.M.-ALL DAY SATURDAY 
MID-MO DATSUN 


A d ivisio n o f Mid -Mo Tra cto r Se rvice 
3400 S. Nwy. 45 
^ 
s»dalio - 427-1403 


VACATIONS START HERE 
With A 
GOOD USED CAR 


19 69 BUICK Sky lark, 2 Door H ardtop, Powe r 
Ste e ring and Brakes, Fac. Air, Like N e w 
19 67 CHEVROLET Im p ala, 2 Door H ardtop, 
Powe r Steering, Fac. Air, 1 ow ne r, Like N e w 
19 65 CHEVROLET, 2 Door H ardtop, Super 
Sport, Ide al for th at school g rad u ate 
19 64 FORD Fairlane , 4 Door Se dan, 1 ow ne r. 
C le an. 


Re me mb e r . . . If yo u b u y a ca r o r tru ck a n d 
d o n t se e 
us, we b o th lo se mo n e y. 


c m i 
P L A N 
n a t i o n a l 
ce e e i n m 
SArEMAAK 
M I 
WiL O'CONNOR 
C U ro U . iiu u i, - Ç W C 


1 3 0 ^ O M t^ U iT O f^ S « d o lM j^ A o 


iO T N o ^7t4 W e S T MAIN SI 


★ 
★ 
★ 
★ 
★ 
★ 
★ 


Your Dollars Buy More 


W hen You Use 


Democrat-Capital Want Ads! 


★ 
★ 
★ 
★ 
★ 
★ 
★ 


19 70 M av e ric k, 2 door, 6 c y linde r, au to ­ 
m atic , radio, ne w tires, looks an d runs pe r­ 
fe c t. 1 o w n e r.....................................................$18 9 5 


19 69 Che v role t, Va Ton Pickup, V -8 , radio, 
e x c e lle nt condition, 1 o w n e r.................... $18 9 5 


PROOF - WE NEED 
USED CARS BADLY! 


HIGHEST TRADE-IN ALLOW ANCE 
FOR THE M A N THAT W ANTS 
TO SAVE SlOO's 


Open Monday thru Friday , 8 A M fil 
Saturday , 8 A M 'til 6P M 
BILL GREER MOTORS, INC. 
1700 W . B roadw ay 


615 W . M ain 


Yo u r Au th o n re d f o r d De a le r 
M A IN STREET LOT 
se dalia 


8 2 6-5 2 0 0 


8 2 6-3 168 


MAKE 
YOUR 
MOM 
PROUD 
OF 
YDU! 


Fu ry 1114 Do o r Ha rd to p 


Drive up in a New 
1971 PLTMOUTH FURT 
OR A DEPENDABLE USED CAR 
FROM BRYANT MOTORS! 
SAVE MONEY DURING OUR SPRING 
SELL-OUT SALE! 


EXAMPLE 


1969 DATSUN STATION WACON. Ex c ellent rubbe r. 
ru n s g o o d Price Cu t T o 
.................................... $1 4 9 5 


D O W I 
L U R * 
BRYANT MOTOR CO. 


2nd & Kentucky 
S e dalia, M o. 


2(1 Tho Sedalia Democrat. Thursday, May 6,1971 


Farm Roundup 


Department Has Removed Secrecy Over Ceremony 


WASHINGTON (AP) - The 
Agriculture Department has re­ 
moved the veil further from the 
“ Salute to Agriculture" planned 
at the White House for Friday 
but the guest list is still a big 
secret. 
The day-long program, an 
nounced by President Nixon 
last month, will include two 
basic invitation lists of about 
120 persons each, 
including 
spouses 
Names of the invited guests 
and who they represent will be 
disclosed officially Friday by 
the White Hou.se 


Consider 
Volunteer 
Measure 


By CARL P. LEUBSDORF 
Asso cia ted Press Writer 


WASHINGTON (AP) 
The 
Senate is opening consideration 
of the Nixon administration s 
volunteer-army bill which is ex­ 
pected to be the vehicle for the 
year’s major debate on U S 
policy in Southeast Asia 
Although groundwork was to 
begin today, serious debate on 
the House-passed bill extending 
the draft another two years 
won’t start until next week But 
it may last until well into June 
The reason: Sens Mark O 
Hatfield, R-Ore., and (ieorge S 
Mciiovern. I)-S I>, have de- 
cidt'd tentatively to bnng up 
their pDposal to cut off funds 
for ail U S triKips in Southeast 
Asia by Dec .31 They want to 
attach their resolution to the 
draft bill 
The current draft law expires 
June ‘10, meaning Nixon admin­ 
istration backers who oppose 
the Mctiovern-Hatfield amend­ 
ment would h;ive little time for 
delaying tactics A slowdown on 
the amendment might allow the 
draft authonty to expire 
The strategy of withdrawing 
war funds and extending the 
drift m the same bill hiis an­ 
other advantage 
Senate ap­ 
proval would virtually force the 
House to take a stand on with­ 
drawing funding for the war 
The bill extending the drift 
two years was passed by the 
House by a 293-99 vote April 1, 
after an attempt to limit the 
extension to one year failed by 
two votes 
'Phe same bill provides $2.7 
billion tnple what President 
Nixon 
had 
asked 
for 
in­ 
centives to volunUiry enlist­ 
ment The President his .set a 
goiil of attracting enough volun- 
t«H*rs to end the draft by June 
30, 1973 
The draft package allows the 
President to abolish student de­ 
ferments 
and 
requires 
con­ 
scientious objectors to substi­ 
tute three years of civilian 
.service 
for 
military 
work. 
Present law reijuires two years’ 
service 
If MctJovern and Ikitfield 
stick with their current plan, 
their proposal probably would 
hv delaytnl until the Seniite 
works its way through a .senes 
of other amendments to the 
draft measure 


BUSINESS 
NEWS 


in 
Lewis Taylor, 2409 Plaza 
MFA 
Insurance 
agent 
Sedalia, reported that A 
D. 
Sappington, president of the 
firm, said recently the average 
claim payment by MFA in 1970 
was $14 higher than in 1969 
Taylor 
said 
Sappington 
indicated the firm made 150.730 
claim payments during 1970 


In Ranks 


Thomas L. Kuttenkuler, .son 
of 
Mr 
and 
Mrs 
Leo 
J, 
Kuttenkuler, Tipton, has been 
promoted to staff sergeant in 
the U S. Air Force 
Sgt 
K u tten ku ler, 
an 
information specialist at Kimpo 
AB, Republic of Korea, serves 
with a unit of the Pacific Air 
Forces, headquarters for air 
operations in Southeast Asia, 
the Far East and Pacific area 


Real Estate News 


Chester L. Chaifant and wife to 
Robert L. Knapp and Sylvia J. 
Knapp, husband and wife, warranty 
deed, $1 and other considerations 
Tract of land in Flat Creek 
Township containing four acres, 
more or less. 
Noah 
Robinson, 
single, 
to 
Mildred Young, Ellis Robinson and 
Viola Washington as tenants in 
common, subject to an estate for 
life in grantor, Noah Robinson, 
warranty deed. $l 
and 
other 
considerations Property on north 
side of Johnson between Missouri 
andM(miteau 


The most-sought inviUition.s 
are for the full schedule of 
events 
during 
the 
day, 
in­ 
cluding briefings, a tour of 
farm di.splay on the White 
House lawn and to a presiden­ 
tial dinner Friday night 


Next in line will be the 120 or 
so invited guests who will get 
the day tour but will not attend 
the black-tie dinner. After 10 
p m however, everybody, plus 
a third -level contingent, will be 
invited to hear country music 
star Glen Campbell on the 


White 
Hou.se 
lawn 
Herb 
Plambeck, USDA spokesman, 
.said the guests will include 
farmers and others represent­ 
ing the nation’s agriculture- 
busine.ss sphere 
Asked what 
proportion 
actually 
will 
be 
farmers, Plambeck 
said 
he 
bid not seen the offu lal list 
Plaas for the farm salute, 
which will include county-fair 
type displays of animals and 
machim*ry on the White Hou.se 
lawn, stemmed from a dwision 
last fall by President Nixon to 
do something special for recog­ 


nizing farmers. Plambeck said 
The President is expected 
to open the Friday program at 
the 
Agriculture 
Department 
Other speakers 
will 
include 
Atty (ien John W .Mitchell, 
White House adviser Henry A 
Kissinger and HUD .S<*( retar> 
(ieorge W' Romney 
A sp«*cial duest at dinner will 
be Dr Norman Horlaug. Nobel 
prize-winner for his work on 
improved varieties i>f grain 


WASHINGTON <AP 
Agri 
culture Department -.cientists. 


l(K)king for ways to control 
birrnful insects without pesti­ 
cides. bjve developed artificial 
eggs they say ran be used to 
feed aphid lions 
The aphid lion is the larva, or 
worm stage, of an lasect called 
the green lacewing Aphid lions 
have an app<*tite for many 
kinds of harmful in.sects, m- 
( hiding bollworms and tobacco 
budworms 
By using economically pro­ 
duced synthetK insect eggs to 
fell aphid lions, scientists hope 
to produce more laboratory- 


reared predators and release 
them to attack natural pests. 
The aphid lion also is resis­ 
tant to several pesticides, the 
department said Tuesday. That 
may enable some chemicals to 
be used on crops at a reduced 
rate and then use aphid lions 
“ to finish the job" on remain­ 
ing parts, officials said. 
Until now, laboratory feeding 
on aphid lions involved the use 
of natural inset eggs costing up 
to $300 pier pound. The synthet­ 
ic ones cost less than $5 pier 
pound, the department said. 


How long 
do you 
have to wait? 
(not long ... not long) 
continental 


1 ^ / ^ ^ 
Baltimore at Eleventh 
I 
I V*,*/ 
I Kansas City, Missouri 
816-421-6040 


a hotal of 
I 
urvrrro 


THOMPSON HILLS SHOPPING CENTER 
SHOP WEEKDAYS 9 to 9 
Big Moms giRs Here 


THE PACESEniR FEATURES PRESENTS SHE’LL LOVE-PRICES YOU LIKE! 


a sparkling collection of 
pant dresses, culotte dresses, 
hot pant dresses-STYLES for 
YOU-AND FOR MOM! 


y o u r 
C H O IC E 


Pacesetter priced fashions for jr. petites, juniors, 
misses and half sizes See all the newest looks for 
summer 71 Beautiful fabrics and blends. Washable, 
packable knits. Color-bright stripes, prints and plaids 
Smart solids and two-tone combinations. 


CHARGE IT! 


PACESETTER 
PRICED TO 
SAVE UP 
TO 20% 


SALE! 
no-iron gowns, baby dolls 


regularly $2.97 Summer-cool 
Dacron*' polyesler-cotlon in 
pink, blue or maize with em­ 
broidery-trimmed yoke. S-M-L. $254 


no-iron dusters and shifts 


regularly $4.47 Polyester and 
rayon duster in pink or blue 
Cotton zip-front shift m red, 
blue or gold. Misses' 10-18. $ 3 5 4 


HANDBAG BUYS! 
Tempo sets the pace 
with rattan imports 


compare 
at $3.(X) $94 4 


PACESETTER SPECIAL! 
PACESEnER SPECIAL! 


Smart summer handbags in roomy styles Mom 
likes Vinyl coated straw for extra long wear. All 
with full vinyl linings. Natural, black, white, toast. 


PACESETTER SPECIAL! 


